CITY OF FAIRFIELD 


RESOLUTION NO. 2017 -120 

RESOLUTION OF THE CITY COUNCIL OF THE CITY OF FAIRFIELD AUTHORIZING 
EXECUTION OF A CONTRACTOR SERVICES AGREEMENT BETWEEN THE CITY 
OF FAIRFIELD AND IPC USA, INC. FOR THE PROVISION AND DELIVERY OF RED- 
DYED RENEWABLE DIESEL AND 87 OCTANE GASOLINE AT THE CITY OF 

FAIRFIELD CORPORATION YARD 


WHEREAS, the City of Fairfield has solicited bids for furnishing and delivering red-dyed 
renewable diesel and 87-octane gasoline; and 

WHEREAS, IPC USA, Inc. has agreed to enter into an agreement directly with the City 
of Fairfield to provide and deliver to the corporation yard red-dyed renewable diesel and 
87-octane gasoline at the bid price. 

NOW, THEREFORE, THE COUNCIL OF THE CITY OF FAIRFIELD HEREBY 
RESOLVES: 

Section 1. The City Manager is hereby authorized and directed to execute on behalf of 
the City of Fairfield the attached Contractor Services Agreement with IPC USA, Inc. for 
the provision and delivery of red-dyed renewable diesel and 87-octane gasoline in the 
amounts not to exceed the rates as follows: 

• Red-Dyed Renewable Diesel; OPIS rack rate minus $0.0510 per gallon 

• 87-Octane Gasoline: OPIS rack rate minus $0.0250 per gallon 

Section 2. The Public Works Director is hereby authorized to do all things necessary 
and proper to implement the Agreement in addition to approving and executing up to a 
one-year extension option of the Agreement. 


PASSED AND ADOPTED this 6^^ day of June, 2017, by the following vote: 


AYES: 

COUNCILMEMBERS: 

PRICE/TM^M/BERTANI/M©^A/ACCARO 

NOES: 

COUNCILMEMBERS: 


NONE 

ABSENT; 

COUNCILMEMBERS: 


, T/'>wk 

ABSTAIN: 

COUNCILMEMBERS: 
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ATTEST: 

MAYOR ^ 

_ 

CITY CLEp * 7 
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Contract 


CONTRACT FOR PURCHASE OF RED-DYED RENEWABLE DIESEL FUEL AND 87 

OCTANE UNLEADED GASOLINE 

This Contract is made and entered into by and between the City of Fairfield (City), a municipal 
corporation and IPC USA, INC. (Contractor), a Corporation in good standing under the laws of 
the State of California as of this i day of 2017. 

RECITALS 


Whereas, City issued an Invitation For Bids (“IFB”) on March 29, 2017 for the purchase and 
delivery of Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasolines to be 
delivered during the term of this Contract and the IFB Documents attached and incorporated 
herein as Exhibit A; and 

Whereas, Contractor submitted a Bid dated April 25, 2017, a copy of which is attached and 
incorporated herein as Exhibit B; and 

Whereas, the City Council of the City of Fairfield has passed Resolution No. 2017- t'2^ to 
award this contract to Contractor; and 


NOW, THEREFORE, IN CONSIDERATION OF the mutual promises, covenants, and 
conditions contained herein, the parties agree as follows: 

1 . Furnishing and Delivery of Specified Fuels: Subject to the terms and conditions 
contained herein. City agrees to purchase from Contractor and Contractor agrees to sell 
to City Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasoline in 
accordance with the IFB and Contractor’s Bid Form during the initial contract term. 

2. Contract Term: The term of the Contract shall be for a two (2) year term, commencing 
upon issuance of a Notice to Proceed. City reserves the right, in its sole discretion, to 
exercise one (1) one-year option term. The base term and any option term(s) is subject 
to City’s right to terminate the Contract in accordance with Exhibit A. 

3. Incorporation bv Reference: The following documents, and each and every term and 
condition included therein, are incorporated herein by reference as though fully set forth 
at this point: 

a. City Documents: City Invitation For Bids and any addenda thereto. Copies of 
said documents are attached hereto and marked Exhibit A. 

b City Documents: Contractor’s Bid dated April 25, 2017 and is attached hereto 
and marked Exhibit B. 

4. Precedence of Documents: Except as otherwise provided in this Agreement, in the 
event of any conflict between the documents set forth in Sections 3(a) and the 
documents set forth in Section 3(b), the conflict shall be resolved by giving the 
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documents set forth in Section 3(a) precedence over the documents set forth in Section 
3(b). 


5 . Compensation and Method of Payment: The cost per gallon of Red-Dyed 
Renewable Diesel Fuel and 87 Octane Unleaded Gasoline shall be in accordance with 
Exhibit B. 

City shall pay to the contractor the full contract price for each delivery within thirty (30) 
days after receipt by City of said delivery and receipt of an approved invoice from 
Contractor. 

6. Time of Performance: Each delivery shall be completed within twenty-four (24) hours 
of requested delivery time of an order. Failure to comply with this schedule shall subject 
Contractor to remedies as shall be available to the City. 


7. Amendment: This Contract, and any of the exhibits to it, may be amended at any time, 
but only upon the prior written approval of both parties. 

8. Remedies Cumulative: The remedies conferred by this Contract upon City are not 
intended to be exclusive, but are cumulative and in addition to all other remedies 
provided by law. 

9 . Successors and Assigns: This Contract shall be binding upon and inure to the benefit 
of City and Contractor and their respective successors in interest and assigns. 

1 0. Waiver: No waiver of any breach of the terms, conditions, or covenants of this Contract 
shall be construed to be a waiver of any succeeding breach of the same or any other 
covenants, conditions, or terms of this Contract. 


11. Notices: Any notices, demands, or elections required or permitted to be given or made 
hereunder shall be in writing and shall be personally delivered or mailed by certified or 
registered mail, return receipt requested, addressed to the respective parties as follows; 


City 

David Renschler, Fleet Manager 
City of Fairfield 
Vehicle Maintenance Division 
420 Gregory Street 
Fairfield, CA 94533 


Contractor 
Blanca Flurtado 
IPC USA, INC. 

4 Hutton Center Drive 
Suite 700 

Santa Ana, CA 92707 


12. insurance: Prior to City issuing a Notice to Proceed, Contractor shall submit all 
required insurance certificates to City, in accordance with Exhibit A. 


13. Time of the Essence: Time is of the essence in this Contract. 
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14. Headings: The descriptive headings used in this Contract are for convenience only 
and shall not control or affect the meaning or construction of any of its provisions. 

15. Severability: In the event any part or provision of this Contract shall be determined to 
be invalid or unenforceable under the laws of the State of California or of the United 
States, the remaining portions of this Contract shall nevertheless continue in full force 
and effect. 

16. Attorneys' Fees: If City or Contractor bring any action to interpret or enforce this 
Contract, or for damages for any alleged breach hereof, the prevailing party in such 
action shall be entitled to reasonable attorneys' fees, in addition to all other recoverable 
damages and costs. 

17. Entire Agreement: It is expressly agreed between City and the Contractor that this 
Contract expresses the complete agreement between said parties and supersedes all 
prior oral or written negotiations, agreements, and understandings between them 
regarding the subject matter of this Contract. 

18. Governing Law: This Contract shall be governed and construed in accordance with 
the laws of the State of California. 

19. Assignment: No party to this Contract may assign any right or obligation pursuant to 
this Contract. Any attempted or purported assignment of any right or obligation 
pursuant to this Contract shall be void and of no effect 


IN WITNESS WHEREOF, the parties hereunto execute this Contract effective the date set 
forth above. 


City of Fairfield 



APPROVED AS TO LEGAL FORM 
AND CONTENT: 



Greg Step^ 
City of f ^meld 
Legal Counse 



\\\rr:Tv nr\v->cic«a 

Name, Title/Print) 



Attested by (Signature) 
Name, Title (Print) 
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City of Fairfield invites your bids for: 


EXHIBIT A 


FURNISHING AND DELIVERING CARB RED-DYED RENEWABLE 
DIESEL FUEL AND 87 OCTANE UNLEADED GASOLINE 


City of Fairfield invites bids from qualified suppliers or manufacturers for the purchase and 
delivery of CARB Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasoline to City 
of Fairfield. 


Date: March 29, 2017 
Bid Number; 17-VM-04 


Invitation for Bids Deadline : Bids must be received in City of Fairfield Vehicle Maintenance 
Division by 1:00 PM, April 26th, 2017. Bidders shall submit one (1) original and two (2) copies of 
the bid. Bids must be in a sealed envelope marked “Fuel Bid" with the Bid number and opening 
date marked on the outside. Envelope to be addressed to: 

City of Fairfield 
Vehicle Maintenance Division 
David Renschler, Fleet Manager 
420 Gregory Street 
Fairfield, CA 94533 


BIDS RECEIVED AFTER THIS DEADLINE WILL BE REJECTED REGARDLESS OF 

POSTMARK DATE. 


Instructions to Bidders and General Conditions, Special Provisions, Technical Specifications, 
and Bid Forms are enclosed. Please read carefully and follow the instructions. 


All Questions, Answers to Questions, and Addendums relating to this Invitation for Bid 
will be posted at https://www.fairfield.ca.aov/qov/depts/pw/ccp/rfp.asp . It is the 
responsibility of the Bidders to monitor postings. 



NOTICE INVITING SEALED BIDS 


City of Fairfield 

For 

FURNISHING AND DELIVERING RED-DYED RENEWABLE DIESEL FUEL 

AND 

87 OCTANE UNLEADED GASOLINE 
FOR 

THE CITY OF FAIRFIELD 

17-VM-04 

NOTICE IS HEREBY GIVEN THAT sealed bids will be received by the City of Fairfield at 420 
Gregory Street, Fairfield CA 94533, until 1:00 PM, April 26, 2017, for Furnishing and Delivering 
Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasoline for the City of Fairfield in 
accordance with requirements of the Contract Documents. 

Bids shall be submitted on the “Bid Forms” attached to the specifications and plainly marked with the Bidder’s 
name and the procurement number. Bidders shall submit one (1) original and two (2) copies of the bid. 


City reserves the right to reject any and all bids or to waive any irregularity or informalities in any bid or in 
the solicitation procedure. No Bidder may withdraw its bid for a period of sixty (60) days after the bids are 
opened. Each Bidder will be notified of award. 

In connection with the performance of this Contract, full compliance with all applicable Safety and Health 
Standards will be required. 

Attention is directed to the General Conditions, Special Provisions and Technical Specifications appearing 
with the Bid Documents for complete details and bid requirements. These documents, including bid forms, 
and this Notice shall be considered as part of any Contract made pursuant to this solicitation. 

Copies of the Bid Documents may be obtained on-line at; 

https://www.fairfield.ca.aov/Qov/depts/pw/ccp/rfp.aspor 
City of Fairfield, Vehicle Maintenance Division, 

420 Gregory Street, Fairfield, CA 94533 


March 29, 2017 
David Renschler 
Fleet Manager 
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CITY OF FAIRFIELD 


INSTRUCTIONS TO BIDDERS AND GENERAL CONDITIONS 


The Instructions to Bidders and General Conditions apply to all bidding, except insofar as they may be 
modified by the Special Provisions, Technical Specifications or Bid Forms. 

1. DEFINITION OF TERMS 


Whenever in the bid or Contract Documents the following terms or pronouns in place of them, or 
abbreviations, are used, the intent and meaning shall be interpreted as follows: 

"City” means City of Fairfield. 

"City Council” means City of Fairfield City Council. 

"City Manager" means City Manager of City of Fairfield or the properly authorized representative or 
agent. 

"Fleet Manager" means Fleet Manager of City of Fairfield or the properly authorized representative 
or agent. 

"Contractor" or "Vendor" means the successful Bidder to whom a contract is awarded. 

"Buses" and "Coaches" are synonymous. 

"Written Order" means a written order signed by City Manager, or his properly authorized 
representative or agent, mailed to the Contractor at the address designated in its bid or to such 
other address as it may designate in writing as its official place of business. 

"Bid Documents", "Bid Forms", "Contract Documents" and cognate terms mean the Notice, 
Instructions to Bidders and General Conditions, Technical Specifications and Specific Conditions, 
Bid Form, and Addenda, if any, Notice of Award and Contract. 

"Notice" means the notice published requesting bids. 

"Days" means calendar days unless otherwise specified, 

"Red-Dyed Renewable Diesel Fuel” means California Air Resources Board (CARB), Red-Dyed 
Renewable Diesel Fuel. 

"87 Octane Unleaded Gasoline” means CARB 87 Octane Unleaded Gasoline. 

2. CANVASS OF BID 


City reserves the right to postpone bid openings for its own convenience. At the hour specified in 
the Notice to Bidders, or by City upon postponement of the time originally set for bid opening. City, 
in open session, will open, examine and publicly declare all bids received. Bidders, their 
representatives, and others interested, are invited to be present at the opening of bids. 

3. BID FORM AND SIGNATURE 


The bid shall be made on the form provided therefor and shall be enclosed in a sealed envelope 
marked and addressed as required. If the bid is made by a sole owner, it shall be signed with 
his/her full name and his/her address shall be given. If the bid is made by a partnership, it shall be 
signed with the partnership name by a member of the firm who shall also sign his/her own name, 
and the name and address of each member shall be given. If the Bidder is a corporation, the bid 
form shall be signed by one corporate officer from each of the following groups consisting of (1) the 
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chair of the board, president or vice president; and (2) the secretary, assistant secretary, chief 
financial officer, assistant treasurer or by a person authorized by the corporation to execute written 
bid forms on its behalf, and the corporate seal affixed thereto. If the corporate seal is not affixed to 
the bid, or it is executed by a person other than an officer, or by only one officer, there must be 
attached to the bid form a certified copy of a resolution of the corporation authorizing such officer or 
person to execute written bids for and on behalf of the corporation. If the bid is made by a joint 
venture, it shall be signed on behalf of each participating company by officers or other individuals 
who have full and proper authority to do so. Bids submitted in any other form will be considered 
nonresponsive and will be rejected. 

4. CONDITIONED BID 

Unauthorized conditions, limitations or provisos attached to a bid will render the bid nonresponsive 
and may cause its rejection. Modifications or clarifications to a previously submitted bid may be 
transmitted by email to David Renschler at drenschler@fairfield.ca.aov prior to the bid opening date 
and time, provided it is followed by an executed original of the documents(s) by U.S. mail, courier or 
other hard copy delivery means within five (5) working days from the date of receipt of the email. 

5. MO 

Blank spaces in the bid shall be properly filled. The phraseology of the bid must not be changed, 
and no additions shall be made to the items mentioned therein. Alterations by erasure or 
interlineation must be explained or noted in the bid over the signature of the Bidder. If the unit price 
and the total amount named by a Bidder for any item do not agree, the unit price alone will be 
considered as representing the Bidder's intention. Bids must be submitted on the forms provided. 
Bids submitted in any other form will be considered nonresponsive and may be rejected in City's 
sole discretion. 

6. SUBMISSION OF BID 

Prior to the hour specified in the Notice Inviting Sealed Bids, one (1) original and two (2) copies of 
the Bidder’s bid shall be delivered to David Renschler, Fleet Manager, at the address shown in the 
Notice to Bidders. All bids shall be in a sealed envelope properly endorsed as to "Fuel Bid", Bid 
number, and opening date. Bids received after said time or at any place other than the time and 
place stated in the notice will not be considered. 

7. WITHDRAWAL OF BID 

A Bidder may withdraw its bid before the expiration of the time during which bids may be submitted, 
without prejudice to itself, by submitting a written request for its withdrawal to David Renschler at 
drenschler@fairfield.ca.qov . 

8. FIRM BID 

All bids shall remain in effect for sixty (60) days from the bid opening. 

9. TAXES 


The supplies, materials or equipment called for under the specifications will be used by City in the 
performance of a governmental function and are exempt from taxation by the United States 
Government. City will, if requested, furnish a tax exemption certificate and any and all affidavits and 
documents that may be necessary to establish such exemption. City is exempt from the Federal 
Excise Tax or Superfund Surcharge but is responsible for the California Oil Spill Surcharge and 
California Sales Tax charges. However, for the purposes of this IFB, do not include any applicable 
taxes or surcharges, only include the OPIS Pad average daily price for the specified OPIS area and 
your proposed add/deduct costs for a total charge per gallon before taxes. Contractor(s) will add 
applicable taxes and surcharges at the time of invoicing. 
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10. EXPERIENCE AND QUALIFICATIONS. STATEMENT OF 

The Bidder may be required, upon request of the Fleet Manager, to prove to the Fleet Manager's 
satisfaction that the Bidder has the skill and experience and that it has the necessary facilities and 
ample financial resources to perform the contract in a satisfactory manner and within the required 
time. 

11. ALTERNATIVE BID 

Submission of an alternative bid or bids, except as specifically called for in the specifications or bid 
form, will render the bid non-responsive and will cause its rejection. 

12. DEBARRED BIDDERS 

The Contractor, including any of its officers or holders of a controlling interest, is obligated to inform 
City whether or not it is, or has been, on any debarred Bidders' list maintained by the United States 
Government. Should the Contractor be included on such a list during the performance of this 
project, it shall so inform City. 

13. NON-COLLUSIVE CERTIFICATION 

By submitting a bid, the Bidder represents and warrants that such bid is genuine and not sham or 
collusive or made in the interest or in behalf of any person not therein named, and that the Bidder 
has not, directly or indirectly, induced or solicited any other Bidder to put in a sham bid, or any other 
person, firm or corporation to refrain from bidding, and that the Bidder has not in any manner 
sought by collusion to secure to the Bidder an advantage over any other Bidder. 

14. COLLUSION. PENALTY FOR 

If at any time it shall be found that the person, firm or corporation to whom a contract has been 
awarded has, in presenting any bid or bids, colluded with any other parties, then the contract so 
awarded shall be null and void; and the Contractor and its bondsmen (if any) shall be liable to City 
for all loss or damage which City may suffer thereby; and City Council may advertise for a new 
contract for said labor, supplies, materials or equipment. 

15. CONFLICT OF INTEREST 

No employee, officer, or agent of City shall participate in selection or in the award or administration 
of a contract if a conflict of interest, real or apparent, would be involved. Such a conflict would arise 
when; 

A. The employee, officer or agent; 

B. Any member of his or her immediate family; 

C. His or her partner; or 

D. An organization which employs, or is about to employ, any of the above; has a financial or other 
interest in the firm selected for award 

City's officers, employees or agents shall neither solicit nor accept gratuities, favors or anything of 
monetary value from contractors, potential contractors, or parties to subagreements. 

16. INTEREST. PROHIBITED 

Contractor represents that to the best of its knowledge, no Board Member, officer, or employee of 
City has any interest, contractual or non-contractual, financial or otherwise, in this transaction or in 
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the business of Contractor. If any such interest comes to the knowledge of Contractor at any time, a 
full and complete disclosure of all such information shall be made in writing to City, even if such 
interest would not be considered a conflict of interest under Article IV Division 4 (commencing with 
Section 1090) or Division 4.5 (commencing with Section 3600) of the Government Code of the 
State of California. No member, officer, or employee of City or of any of its member jurisdictions 
during his/her tenure of office, or for one year thereafter, shall have any interest, direct or indirect, in 
this contract or the proceeds therefrom. 

17. BIDDER'S SECURITY 

No Bidder's Security shall be required in this procurement. 

18. BRAND NAMES 

To establish a basis for quality, certain materials, processes, types of machinery and equipment, or 
kinds of materials may be specified in the Bid Documents, either by description of process or by 
designating a manufacturer by name and referring to its brand or product designation, or by 
specifying a kind of material. Wherever such names appear, the term "or approved equal" is 
considered to follow. It is not the intent of these Bid Documents to exclude other processes, 
equipment or materials of equal value, utility or merit provided they are approved, in writing, by City. 

Specifying a brand name, materials, components or equipment in the specifications shall not relieve 
the Bidder from its responsibility to produce the product in accordance with the contractual 
requirements. The Bidder is responsible for notifying City of any inappropriate brand names, 
materials, components or equipment that may be called for in the specifications and to propose a 
suitable substitute. Nothing in this section shall limit or restrict the provisions regarding the warranty 
of fitness set forth in the Contract Documents. 

19. SPECIFICATIONS 

Bidders may submit written questions regarding the specifications to David Renschler at 
drenschler@fairfield.ca.gov. Changes to the specifications will be made only by written addendum 
executed by the City Manager. Bidders cannot rely on any representations made that are 
inconsistent with the bid specifications or written addendum. 

No advantage shall be taken by the manufacturer in the omission of any parts or details which go to 
make the services, materials, supplies and/or equipment to be procured complete and ready for 
service, even though such parts or details are not mentioned in the specifications. All units for parts 
not herein specified shall be the manufacturer's standard units. 

20. INSPECTION BY BIDDER AND WAIVER 

The Bidder represents and warrants that it has sufficiently informed itself in all matters affecting the 
performance of the work or the furnishing of the labor, supplies, material or equipment called for in 
the Bid Documents; that it has checked its bid for errors and omissions; that the prices stated in its 
bid are correct and as intended by it are a complete and correct statement of its prices for 
performing the work or furnishing the labor, supplies, materials or equipment required by the Bid 
Documents. The Bidder waives any claim for the return of its bid deposit if on account of errors or 
omissions claimed to have been made by it in its bid, or for any other reason, it should refuse or fail 
to execute the contract. 

21. REJECTION OF BID 


City may reject any and all bids and will reject a bid of any party who has been delinquent or 
unfaithful in any former contract with City. The right is reserved to reject any or all bids, and to 
waive technical defects, as the interests of City may require. City may reject bids from Bidders who 
cannot satisfactorily prove the experience and qualifications outlined in Paragraph 10 of these 
Instructions to Bidders and General Conditions. 
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22. TIME FOR EXECUTION OF CONTRACT AND FILING INSURANCE CERTIFICATES 

The Bidder to whom award is made shall execute a written Contract with the City within fifteen (15) 
days of receipt of said Contract. The Bidder shall also provide all required insurance certificates 
within fifteen (15) days of receipt of the Notice of Award from City. If the Bidder to whom award is 
made fails to enter into the Contract as herein provided, the award will be annulled, and an award 
may, in the discretion of the Council, be made to the Bidder whose bid is next most acceptable in 
the opinion of City Council of City; and such Bidder shall fulfill every stipulation embraced herein as 
if it were the party to whom the first award was made. 

23. EXECUTION OF CONTRACT. MANNER OF 

If the Contractor is an individual, the Contract shall be executed by him/her personally. If the 
Contractor is a partnership, it is desirable that the Contract be executed by all of the partners, but it 
must be executed by at least one of them. If the contractor is a corporation, the contract shall be 
signed by two corporate officers consisting of (1) the chair of the board, president or vice president; 
and (2) the secretary, assistant secretary, chief financial officer, assistant treasurer or by a person 
authorized by the corporation to execute written contracts on its behalf, and the corporate seal 
affixed thereto. If the corporate seal is not affixed to the contract, or it is executed by a person other 
than an officer, or by only one officer, there must be attached to the contract a certified copy of a 
resolution of the corporation authorizing such officer or person to execute written contracts for and 
on behalf of the corporation. If the Contractor is a joint venture, the Contract must be executed on 
behalf of each participating firm by officers or other individuals who have the full and proper 
authorization so to do. 

24. FAITHFUL PERFORMANCE BOND 

No Faithful Performance Bond shall be required in this procurement. 

25. SURETIES. ADDITIONAL 

If at any time during the continuance of the Contract, the sureties, or any one of them shall, in the 
opinion of City become irresponsible. City shall have the right to require additional and sufficient 
sureties which Contractor shall furnish to the satisfaction of City within ten (10) days after notice. 

26. CHANGES OF CONTRACT - BY CONTRACTOR 

If the Contractor, on account of conditions developing during the performance of the Contract, finds 
it impracticable to comply strictly with the specifications and applies in writing fora modification of 
requirements, such change may be authorized only in writing by the City Manager, if not detrimental 
to City. If authorized changes to the Contract will result in additional costs to the Contractor, then 
City shall compensate Contractor accordingly. Likewise, if the changes in the Contract result in a 
cost reduction to the Contractor, then City shall be likewise compensated by Contractor. 

27. CHANGES OF CONTRACT - BY CITY 

In case any work, materials or equipment shall be required which are not mentioned, specified or 
indicated, or otherwise provided for herein, the Contractor shall, if ordered in writing by the City 
Manager, do and perform such work and furnish such materials or equipment. If changes to the 
Contract will result in additional costs to the Contractor, then City shall compensate Contractor 
accordingly. Likewise, if the authorized changes in the Contract result in a cost reduction to the 
Contractor, then City shall be likewise compensated by Contractor. 
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28. PATENTS. INFRINGEMENT OF 

The Contractor agrees that it will, at its own expense, defend all suits or proceedings instituted 
against City, its members, agents, officers, or employees, and pay any award of damages 
assessed against any or all of them in such suits or proceedings, insofar as the same are based on 
any claim that the materials or equipment, or any part thereof, or any tool, article, or process used 
in the manufacture thereof, constitutes an infringement of any patent enforceable in the United 
States; provided. City gives to the Contractor prompt notice in writing of the institution of the suit or 
proceeding and permits the Contractor through its counsel to defend the same and gives the 
Contractor all needed information, assistance and authority to enable the Contractor so to do. 

29. DOCUMENTS INCORPORATED AS PART OF CONTRACT 

The Notice and Invitation to Bidders, Instructions to Bidders and General Conditions, Bid Form, 
Technical Specifications, Special Provisions and Addenda, if any, will be incorporated as part of the 
Contract. 

30. DELIVERY 

Unless otherwise stated in the Contract Documents, Bidder shall include freight and delivery 
charges in the bid price. Deliveries shall be to the locations and during the receiving times as 
described in the Special Provisions. 

31. TIME. EXTENSIONS OF 

Granting of or acceptance of extensions of time to complete the performance by Contractor will not 
operate as a release to Contractor or otherwise modify the terms and conditions of the Contract. 

32. TERMINATION 


City may terminate its Contract at any time by giving the Contractor thirty (30) calendar days written 
notice. Notice of termination shall be by certified mail. Upon termination. City shall pay the 
Contractor its allowable costs incurred to date of termination and those costs deemed necessary by 
the City to effect termination. In the event that the Contractor at any time during the entire term of 
this Contract breaches the requirements or conditions of the Contract, and does not within ten (10) 
calendar days of receipt of notice from City cure such breach or violation. City may immediately 
terminate its portion of the Contract and shall pay the Contractor only its allowable costs to date of 
termination. City will not be responsible for any costs that may be incurred by the Contractor after 
written notice of City’s decision not to exercise the option(s) to extend the Contract term. 

City Termination Procedures are as follows: 

A. City may, subject to the following provisions, by ten (10) calendar day’s written notice of default 
to Contractor, terminate the whole or any portion of this Contract in any one of the following 
circumstances: 

1. If Contractor fails to deliver and/or install materials and equipment or to perform services 
as provided for herein within the time specified herein or any extension thereof; or 

2. If Contractor fails to perform any of the other provisions of the Contract, or so fails to make 
progress as to endanger performance of the Contract, in accordance with its terms and, in 
either of these two (2) circumstances, does not rectify such failure within a period of ten 
(10) calendar days (or such other period as City may authorize in writing) after receipt of 
notice from City specifying such failures. 
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B. City may also terminate the Contract at any time by giving the Contractor thirty (30) days’ notice 
thereof. 

C. Notice of termination shall be given by certified mail or personal sen/ice to the Contractor at the 
address specified in the Contract Documents as amended in writing. 

D. If City terminates the Contract in whole or in part, as provided in (A) above, City may procure 
materials and equipment and contract for services similar to those so terminated; and 
Contractor shall be liable to City for any excess costs for such similar materials and equipment 
and services. 

E. Upon termination, Contractor shall submit a written closing statement to City to specify the 
costs of materials and equipment delivered to City and installed, and the costs of services 
actually performed to the date of termination for which Contractor has not been previously paid. 

City may deduct any excess costs incurred under (D) above from the amount set forth in 
Contractor’s closing statement. Upon payment of the amount found due. City shall be under no 
further obligation, financial or otherwise to Contractor except, and only to the extent of, any 
obligations imposed by Contractor's continued performance under (F) below. 

F. The Contractor shall continue the performance of the Contract to the extent not terminated 
under the provisions of this clause. 

G. Contractor shall not be liable for excess costs if acceptable evidence has been submitted to 
City that failure to perform the Contract giving rise to such costs was due to causes beyond the 
control and without the fault or negligence of the Contractor. 

33. DEFECTIVE OR DAMAGED WORK 

All materials, parts and equipment furnished by the Contractor shall be new, high grade and free 
from defects. The Contractor shall establish and maintain quality assurance policies and 
procedures to insure compliance with the specifications. The Contractor shall extend to the 
Agencies full access to its manufacturing facilities during normal working hours so that the 
Agencies can inspect and monitor the Contractor's compliance with its established quality 
assurance procedures and the Specifications. 

If the Contractor delivers inferior products to a City storage tank. Contractor shall be responsible for 
the removal of all contaminated product, cleaning of City’s storage tank(s) and any contaminated 
City delivery and dispensing piping and replacement of all contaminated fuel with acceptable 
product. This shall include the removal, cleaning and replacement of contaminated product 
delivered to the fuel tanks of City vehicles. In the event the contaminated product was responsible 
for damage to the engine of a vehicle operated with contaminated product, the Contractor shall be 
responsible for repairs to the parts of the vehicle engine damaged by the contaminated product. 

Any material, equipment or supplies found to be damaged or defective at the time of delivery or 
installation shall be repaired, replaced or corrected by the Contractor without additional cost to the 
Agency. 

If the Contractor shall fail to comply promptly with any order of the City Manager to repair, replace 
or correct damaged or defective work, then the City Manager shall, upon written notice to the 
Contractor, have the authority to deduct the cost thereof from any compensation due or to become 
due the Contractor. 

Nothing in this section shall limit or restrict the provisions of the Warranty of Fitness as set forth in 
these Instructions to Bidders and General Conditions. 


12 



34. LAWS AND REGULATIONS. COMPLIANCE WITH 

All materials and supplies furnished pursuant to these specifications shall comply with the laws and 
regulations of the State of California and the United States of America. Contractor shall, if 
requested by City, supply certification and evidence of such compliance. 

35. WARRANTY OF TITLE 

Contractor warrants to City, its successors and assigns that the title to the materials, supplies or 
equipment covered by the Contract, when delivered to City or to its successors or assigns, is free 
from all liens and encumbrances. 

36. WARRANTY OF FITNESS 

Contractor warrants that all materials, supplies and products furnished meet the requirements and 
conditions of the Contract Documents and are fit for the purpose intended. 

37. WARRANTY OF MERCHANTIBILITY 

Contractor warrants that the goods are merchantable in accordance with Section 2314 of the 
Commercial Code of the State of California. 

In accepting this and other warranties and the materials or supplies to be manufactured or 
assembled pursuant to the Contract Documents, City does not waive any warranty, either express 
or implied, in Sections 2312 to 2315, inclusive, of the Commercial Code of the State of California or 
any liability of the manufacturer as determined by any decision of a court of the State of California 
or of the United States. 

38. WARRANTY OF PRODUCT 

The Contractor warrants that all fuels provided under this Contract are free from defects in design, 
material and workmanship. The Contractor shall replace, at no additional cost to City, any fuel 
found to be defective during the course of this Contract. 

39. CONTRACTOR'S INDEMNITY 

The Contractor shall indemnify, keep and save harmless City, its members, agents, officers, and 
employees against all suits or claims that may be based on injury to persons or property resulting 
from the course of the performance of this contract by the Contractor; and the Contractor shall, at 
its own expense, defend such actions and shall pay all reasonable attorney’s fees and costs 
incurred in connection therewith, and if any judgment shall be rendered against City in any such 
action, the Contractor shall, at its own expense, satisfy and discharge the same; however, the 
Contractor shall not be held responsible for loss, damage, liability, injury or death occasioned by the 
active negligent act(s) or willful misconduct of City, its agents or employees. 

40. RISK OF LOSS 


All loss or damage arising from any unforeseen obstruction or difficulties, either natural or artificial, 
which may be encountered in the execution of the work, or the furnishing of the supplies, materials, 
or equipment, or from any action of the elements prior to the final written acceptance of the work, or 
of the supplies, materials or equipment, or from any act or omission not authorized by the Contract 
Documents on the part of the Contractor or any agent or person employed by it, shall be sustained 
and borne solely by the Contractor. 
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41. SUBCONTRACTS 

Contractor shall not subcontract all or any portion of its services under this agreement without the 
prior written approval of the City Manager, and any attempt thereat shall be void and 
unenforceable. In the event the Contractor enters into one or more subcontracts pursuant to this 
paragraph, it is understood and agreed that the participating subcontractors shall be solely and 
directly responsible to Contractor and that City shall have no obligation to them. 

The Contractor shall neither delegate any duties or obligations under this Contract nor assign, transfer 
convey, sublet or otherwise dispose of the Contract or its right, title or interest in or to the same, or any 
part thereof, without previous consent in writing of City Manager. 

42. RECORDS 

Contractor shall maintain full and adequate books, records and accounts to show the actual time 
devoted and costs incurred by it with respect to performance of services under this Contract; 
provided that said books, records and accounts shall be kept in accordance with generally accepted 
accounting principles. 

43. AUDIT 

Contractor shall permit City and its authorized representatives and regional, state, and Federal 
grantors and their authorized representatives to inspect and examine Contractor’s books, records, 
accounts, and any and all data relevant to this Contract at any reasonable time for the purpose of 
auditing and verifying statements, invoices, or bills submitted by Contractor pursuant to this 
agreement and shall provide such assistance as may be reasonably required in the course of such 
inspection. City further reserves the right to examine and re-examine said books, records, accounts, 
and data during the three (3) year period following the termination of this Contract; and Contractor 
shall in no event dispose of, destroy, alter, or mutilate said books, records, accounts, and data in any 
manner whatever for three (3) years after the termination of this Contract or after all other pending 
matters concerning this Contract, if any, are closed, whichever occurs later. 

44. WAIVER OF CONDITIONS 

The waiver of any provision, term or condition in these Contract Documents by City on any 
particular occasion shall not constitute a general waiver of provision, term or condition, nor a 
release from the Contractor's obligation to otherwise perform or observe such condition or any 
other term or condition of the Contract. 

45. EVALUATION AND AWARD 

Evaluation: 


City will evaluate and award to the lowest responsive and responsible Bidder for the sale 
and delivery of the specified products to City set forth in the Bid Form based upon a 
comparison of the Grand Total Bid Price. 

Award of Contract: 


The City Council will make its award or rejection within sixty (60) calendar days after submission of 
the bids and will transmit Contract Documents within a reasonable time thereafter, including: 

A. A copy of the Resolution passed by City Council authorizing the award of the contract. 

B. A purchase order number from the City of Fairfield. 
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C. An executable Contract to Furnish and Deliver Red-Dyed Renewable Diesel Fuel and 87 Octane 
Unleaded Gasoline. 

46. APPROVAL BY THE CITY MANAGER 

City reserves the right to direct and supervise the work under this contract through its City Manager 
and the properly authorized agents, on whose inspection all work shall be accepted or condemned. 
The City Manager shall have full power to reject or condemn any materials furnished or work 
performed under the Contract which does not conform to the terms and conditions set forth in the 
Contract Documents. 

47. ANTITRUST CLAIMS 

The Contractor’s attention is directed to California Government Code Section 4552, which shall be 
applicable to the Contractor and its subcontractors: 

“In submitting a bid to a public purchasing body, the bidder offers and agrees that if the bid is 
accepted, it will assign to the purchasing body all rights, title, and interest in and to all causes of 
action it may have under Section 4 of the Clayton Act (15 U.S.C. Sec. 15) or under the Cartwright 
Act (Chapter 2 (commencing with Section 16700) of Part 2 of Division 7 of the Business and 
Professions Code), arising from purchases of goods, materials, or services by the Bidder for sale to 
the purchasing body pursuant to the bid. Such assignment shall be made and become effective at 
the time the purchasing body tenders final payment to the Bidder.” 

48. DISCREPANCIES 

Whenever in the Contract Documents an amount is stated in both words and figures, in case of 
discrepancy between words and figures, the words shall prevail; if all or any portion of the bid is 
required to be given in unit prices and totals so given, the unit prices shall prevail. 

49. INDEPENDENT CONTRACTOR 

Contractor is an independent contractor and not an employee of City and has no authority to 
contract or enter into any agreement in the name of County Connection. Contractor has, and 
hereby retains, full control over the employment, direction, compensation and discharge of all 
persons employed by Contractor who are assisting in the performance of services under this 
Contract. Contractor shall be fully responsible for all matters. Contractor shall be responsible for its 
own acts and those of its agents and employees during the term of this contract. 

50. INTERPRETATION 

City’s determination of meaning and intent of any ambiguities in this contract shall be final and 
conclusive, except that such decision shall not preclude the Contractor from exercising its rights 
and remedies under the law. 

51. CORRESPONDENCE 

A. All correspondence must show City’s project number: 17-VM-04. 

B. For further information, prospective Bidders may contact David Renschler by calling 

(707) 428-7414 between the hours of 8:30 AM to noon, and 1:00 to 3:30 PM, Monday through 
Thursday, holidays excepted. Or contact David Renschler by email at 
drenschler@fairfield.ca.aov . 

52. HAZARDOUS CHEMICALS AND WASTES 


The Contractor shall bear full and exclusive responsibility for any release of hazardous or non- 
hazardous chemicals or substances during the course of performance of this Contract. The 
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Contractor shall immediately report any such release to the Fleet Manager. The Contractor shall be 
solely responsible for all claims and expenses associated with the response for removal and 
remediation of the release, including, without limit, payment of any fines or penalties levied against 
City by any agency as a result of such release and shall hold harmless, indemnify and defend City 
from any claims arising from such release. For purposes of this section only, the term “claims” shall 
include: 

A. all notices , orders, directives, administrative or judicial proceedings, fines, penalties, fees or 
charges imposed by any governmental agency with jurisdiction, and 

B. any claim, cause of action, or administrative or judicial proceeding brought against City, its City 
Council, or employees, or for any loss, cost (including reasonable attorney’s fees), damage or 
liability, sustained or suffered by any person or entity, including City. 

If the performance of the work outlined by these contract specifications creates any hazardous wastes, 
those wastes shall be properly disposed of according to federal, state and local laws, at the expense of 
the Contractor. The Contractor shall dispose of the wastes under its own ERA Generator Number. In no 
event shall City be identified as the generator. The Contractor shall notify David Renschler, Fleet 
Manager, of any such hazardous wastes, and City reserves the right to a copy of the results of any 
tests conducted on the wastes and, at its cost, to perform additional tests or examine those wastes, 
prior to its disposition. The Contractor shall hold harmless, indemnify and defend City from any claims 
arising from the disposal of the hazardous wastes, regardless of the absence of negligence or other 
malfeasance by Contractor. 

53. EFFECT OF FAILURE TO COMPLETE CONTRACT 

In case of failure on the part of the Contractor to complete this Contract within the specified time. City 
may terminate the Contract and refuse to pay or allow to the Contractor any further compensation for 
any labor, supplies or materials furnished by it under the Contract. City may proceed to complete 
such Contract either by re-letting or otherwise, and the Contractor and its surety shall be liable to City 
for all loss or damage which it may suffer on account of the Contractor’s failure to complete the 
Contract within such time. 

54. NON-EMPLOYEE PICKETING 

If employees of the Contractor picket the facilities of City in connection with a labor dispute. City 
may terminate or suspend the Contract immediately. In addition, the Contractor shall reimburse City 
for expenses incurred by City resulting from the picketing or contract suspension or termination. 

55. ATTORNEY’S FEES 

If any legal proceeding should be instituted by either of the parties to enforce the terms of this 
Contract or to determine the rights of the parties hereunder, the prevailing party in said proceeding 
shall recover, in addition to all court costs, reasonable attorney’s fees. 

56. GOVERNING LAW 

The Contract hereunder shall be governed by the laws of the State of California. 

57. SEVERANCE 


If any part of these Contract Documents is declared invalid by a court of law, such decision will not 
affect the validity of any remaining portion, which shall remain in full force and effect. 
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SPECIAL PROVISIONS 


1. SCOPE OF CONTRACT 


The City of Fairfield is soliciting bids for furnishing and delivering Red-Dyed Renewable Diesel Fuel 
and 87 Octane Unleaded Gasoline. 

It is the intent of the City of Fairfield to award one contract to furnish and deliver red- dyed 
renewable diesel fuel and 87 octane unleaded gasoline as follows; 

a. An initial contract period of two (2) years, and 

b. Option for up to one (1), one year option term, extensions that will automatically take effect, 
unless the City gives written Notice of its determination not to exercise the option(s) to extend 
the contract at least ninety (90) days before the end of the contract term. This requirement shall 
be applied, in accordance with the Contract Documents, as more particularly described in the 
Technical Specifications which are attached. Notwithstanding the foregoing, the option term will 
not be automatically exercised. 


2. SCHEDULE OF ACTIVITIES 

Listed below is the "Schedule of Activities" which outlines pertinent dates of which Bidders should 
make themselves aware: 

a. Bid Availability - March 29. 2017 . 

c. Deadline for Approved Equals, Modifications or Clarifications - April 10, 2017 . 

d. Bid Opening - 1:00 PM, April 26, 2017 . Please reference Special Provision 11. 


3. QUALIFICATION OF BIDDERS 

City may reject the bid of any Bidder deemed not to possess the minimum qualifications to perform 
the required work. In order to be deemed minimally qualified, a Bidder must: 

a. be a person or firm who has the capabilities of furnishing and delivering red-dyed renewable 
diesel fuel, and 87 octane unleaded gasoline to the City of Fairfield, at the specified locations- 
and 

b. have the necessary resources to properly test and assure that the red-dyed renewable diesel 
fuel and 87 octane unleaded gasoline which are supplied meet CARB requirements and the 
technical specifications; and 

c. provide technical services upon request to all purchasers to resolve any problems which may 
arise in connection with the use of the red-dyed renewable diesel fuel and/or 87 octane 
unleaded gasoline supplied under this Contract. 

City reserve the right to inspect the Bidder's premises prior to Contract award or at any time during 
the Contract period. 

Each Bidder shall submit the form entitled "List of References," which is a list of three (3) firms for 
which it provides or has provided comparable services. Do not list City as a reference, though any 
experience providing services to City may be considered in the bidder evaluation process. 
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FAILURE TO PROVIDE INFORMATIO N REGARDING EXPERIENCE MAY RESULT IN 
REJECTION OF THE BID . 

4. INTERPRETATION OF THE CONTRACT SPECIFICATIONS 

If any person contemplating submitting a bid for the proposed Contract is in doubt as to the true 
meaning of any provision of these Technical Specifications, he or she shall submit a written request 
for an interpretation or clarification no later than April 10, 2017. All such requests shall be directed 
to David Renschler at drenschler@fairfield.ca.gov. Responses to request will be made by 
April 17, 2017. 

Any interpretation, change, or correction of these specifications will only be made by written 
addenda issued by Fleet Manager. Copies of such addenda will be posted at 
https:/ /www.fairfield.ca.qov/qov/deDts/pw/ccp/rfp.asp and will be the responsibility of each Bidder to 
check for changes. 

No oral modifications of these specifications are valid. 

These Contract Specifications are intended to describe and provide for a completed work. In the 
event that there are inconsistencies or discrepancies between terms and conditions contained in 
the General Conditions, Special Provisions, and Technical Specifications, the terms and conditions 
contained in the Special Provisions and Technical Specifications shall govern over those included 
in the General Conditions. 

5. APPROVED EQUAL REQUESTS 


It is understood that specifying a brand name or specific types of components and/or equipment in 
these specifications, shall not relieve the Bidder from its responsibility to furnish the end product in 
accordance with the warranty and contractual requirements. The Bidder is responsible for notifying 
City of any inappropriate brand names, or types of components and/or equipment that may be 
called for in these specifications, and to propose a suitable substitute for consideration. Unless 
otherwise specifically provided in the specifications, reference to any equipment, material, article or 
patented process by trade name, make or catalog number shall be regarded as establishing a 
standard of quality and shall not be construed as limiting competition. 

A Bidder may, at its option, use any equipment, material, article, or process, which, in the judgment 
of City, is equal to that designated. To do so, a Bidder shall furnish at its own expense, all test 
results, technical data and background information required by City in making the determination as 
to whether the proposed equipment, material, article or process, in the judgment of City, is equal to 
that designated. 

City shall be the sole judge as to the comparative quality and suitability of alternative equipment, 
articles, material or process, and its decision shall be final. 

6. BID FQRMS 


Bids must be submitted on the bid forms provided. Bids submitted in any other form will be 
considered non-responsive and may be rejected. Any bid which is conditioned in whole or in part, 
which revises or omits any requirement or provision of the Contract Documents and Specifications, 
which is based on any substitution for an item specified in the Contract Documents and 
Specifications when such substitution has not received formal approval by City, or which includes 
an escalation clause or any other requirements or provisions not contained in the Contract 
Documents and Specifications may be considered non-responsive and may be rejected. 

7. BID PRICES/CQMPLETIQN QF BID FQRM 

Where prices are called for on the Bid Form, the prices shall include all costs required to perform 
the work, including overhead, profits, services, insurance, delivery charges and any and all other 
applicable costs except the taxes and fees described below. No Bidder may withdraw its bid for a 
period of sixty (60) days after the date of opening of bids. 
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In the event there is a discrepancy between the computed Grand Total Price and the unit price, the 
unit price shall control and the mathematical error will be corrected accordingly. 


The bid prices shall exclude any and all federal taxes and applicable California State sales or use 
taxes. The bid prices shall also exclude any applicable Superfund or Spill Fees. These taxes and 
fees are intentionally excluded from the Bid Form for the purpose of price comparison only but will 
be applied, as required, at invoicing. Additionally, for the purpose of contract award(s), if any, the 
agency will include an estimate of the applicable taxes and fees solely for the purpose of funding 
authorization. 

RED-DYED RENEWABLE DIESEL 


The OPIS RACK AVERAGE WITH CAR price per gallon of Red-Dyed Renewable Diesel is based 
on the wholesale "OPIS GROSS CARB NO. 2 ULTRA LOW SULFUR DISTILLATE PRICES WITH 
CAR COST" for PADD 5 San Francisco, CA, as shown in the 10 AM Contract Price Daily Issue of 
the Oil Price Information Service (OPIS) dated “ March 28. 2017 ” and attached as "OPIS Rack 
Price”. Bidders must complete the space marked "ADD ON", or the space marked "DEDUCT' or, if 
the OPIS prices will apply with no addition or deduction, the Bidder should check the space marked 
"BIDDING RACK AVERAGE." Bidder must carry out the "ADD ON" or "DEDUCT" factor to ten one 
thousandths of a cent. City will add this factor to or deduct this factor from the per gallon price for 
the applicable OPIS rate published in the 10 AM Contract Price Daily Issue of OPIS dated March 
28, 2017, to determine the unit bid price. City will then multiply the unit bid price by the number of 
estimated gallons for the two-year period of the contract to determine the Grand Total Bid Price on 
the bid form. 

During the term of this Contract, the prices for the Red-Dyed Renewable Diesel furnished 
hereunder may be adjusted only in the manner set forth herein. After City’s issuance of a written 
Notice to Proceed, prices shall be adjusted automatically on a daily basis. Said adjustments shall 
be made based on the “RACK AVERAGE WITH CAR” price of "OPIS CARB NO. 2 ULTRA LOW 
SULFUR DISTILLATE PRICES WITH CAR COST' for PADD 5 San Francisco, CA, as shown in the 
10 AM Contract Price Daily Issue of the OPIS issued on the date of delivery, plus, if applicable, the 
"ADD ON" or minus the "DEDUCT" factor originally bid by the Contractor. City reserves the right to 
question any adjustment and to require additional documentation, if necessary. 

87 OCTANE UNLEADED GASOLINE 


The OPIS RACK AVERAGE WITH CAR price per gallon of 87 octane unleaded gasoline is based 
on the wholesale "OPIS GROSS CARFG ETHANOL (10%) PRICES WITH CAR COST" for PADD 
5 San Francisco, CA, as shown in the 10 AM Contract Price Daily Issue of the (OPIS) dated 
“ March 28, 2017 " and attached as “OPIS Rack Price” Bidders must complete the space marked 
"ADD ON", or the space marked "DEDUCT' or, if the OPIS prices will apply with no addition or 
deduction, the Bidder should check the space marked "BIDDING RACK AVERAGE." Bidder must 
carry out the "ADD ON" or "DEDUCT" factor to ten one thousandths of a cent. City will add this 
factor to or deduct this factor from the per gallon price for the applicable OPIS rate published in the 
10 AM Contract Price Daily Issue of the OPIS issue dated “March 28, 2017 and attached as “OPIS 
Rack Price”, to determine the unit bid price. City will then multiply the unit bid price by the number 
of estimated gallons for the two-year period of the contract to determine the Grand Total Bid Price 
on the bid form. 

During the term of this Contract, the prices for the 87 octane unleaded gasoline furnished 
hereunder may be adjusted only in the manner set forth herein. After City’s issuance of a written 
Notice to Proceed, prices shall be adjusted automatically on a daily basis. Said adjustments shall 
be made based on the “RACK AVERAGE WITH CAR” price of "OPIS GROSS CARFG ETHANOL 
(10%) PRICES WITH CAR COST" for PADD 5, San Francisco, CA, as shown in the 10 AM 
Contract Price Daily Issue of the OPIS issued on the date of delivery, plus, if applicable, the "ADD 
ON" or minus the "DEDUCT" factor originally bid by the Contractor. City reserve the right to 
question any adjustment and to require additional documentation, if necessary. 
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8. TERM OF CONTRACT 

The Term of Contract shall commence on the date specified by City after issuing a written Notice to 
Proceed, and shall continue thereafter for a two (2)-year period, unless terminated sooner pursuant 
to General Condition 32. All contracts awarded under this solicitation shall have a final expiration 
date, after application of all applicable options, no later than three years from the signing date of the 
contract. 

9. OPTIONS 

The Contract shall have up to one (1), one-year option which will automatically take effect at the 
end of each contract period, unless otherwise indicated in writing by the City no less than ninety 
(90) days before the end of each contract period. 

10. ESTIMATED QUANTITIES 

City’s estimated requirements for the red-dyed renewable diesel fuel, and/or 87 octane unleaded 
gasoline to be furnished hereunder are listed on the bid forms. City shall not be held responsible for 
the accuracy of estimated gallonage, as this gallonage of the red-dyed renewable diesel fuel and/or 
87 octane unleaded gasoline to be furnished hereunder may differ from these estimates. 

THIS IS TO ADVISE THAT THE ACTUAL QUANTITIES OF GALLONS TO BE PROVIDED 
DURING THE TERM OF THIS CONTRACT MAY DIFFER FROM THESE ESTIMATES. CITY 
RESERVES THE RIGHT TO INCREASE OR DECREASE THE SAID ESTIMATED QUANTITIES 
DURING THE TERM OF THE CONTRACT. CITY ALSO RESERVES THE RIGHT TO PROCURE 
THESE SERVICES FROM OTHER FIRMS IN THE EVENT THAT THE CONTRACTOR FAILS TO 
PERFORM. 

11. MARKING AND MAILING BIDS/BID OPENING 

One (1) original, and two (2) duplicates of each bid, together with all of the required bid documents, 
shall be securely sealed in a sealed envelope. 

All bids must be received by City no later than 1:00 PM on Wednesday, April 26, 2017, at which 
time they will be publicly opened and read. 

The envelope shall be clearly marked “Fuel Bid” with the bid number and shall also include the 
name and address of the Bidder. BIDS RECEIVED AFTER THE TIME AND DATE SPECIFIED 
WILL BE RETURNED UNOPENED . The bid submittal shall be mailed or personally delivered to: 

City of Fairfield 
Vehicle Maintenance Division 
David Renschler, Fleet Manager 
420 Gregory Street 
Fairfield, CA 94533 

12. AWARD OF CONTRACT OR REJECTION OF BIDS 


With regard to General Condition 45, the award of Contract, if any, will be made within sixty (60) 
calendar days after bid opening to the lowest responsive, responsible Bidder. 

Each Bidder must submit a price quotation as requested on the Bid Form. In determining the lowest 
responsive and responsible Bidder for each type of fuel. City shall compare and evaluate the 
submitted bid(s) on the basis of the Grand Total Bid Price as quoted on the Bid Form. Notification of 
award of Contract will be made in writing to the lowest, responsive, responsible Bidder. 

City reserves the right to accept or reject any and all bids, or any items thereof; or to waive any 
informality or irregularity in the bids or in the bidding procedures. 
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13. 


PERFORMANCE SECURITY 


A Faithful Performance Bond, will not be required for this contract. 

14. INSURANCE 

A. Public Liability 

Contractor shall, at its own cost and expense, procure and maintain during the term of this 
agreement, liability insurance coverage of the following types and with not less than the 
following limits of liability: 


Commercial General Liability. $2,000,000 per Occurrence Combined Single Limit for Bodily 
Injury and Property Damage with policy form on an occurrence basis with defense in addition to 
the limits. If defense costs are included in the limits, the required limit shall be $4,000,000. 
Coverage shall include, but is not limited to premises and operation, products and completed 
operations, personal and advertising injury and sudden and accidental pollution. 

Business Automobile Liability . $2,000,000 per Occurrence Combined Single Limit for Bodily 
Injury and Property Damage with policy form on an occurrence basis. Coverage shall include 
Owned, Non-Owned and Hired Automobile Liability coverage. 

Contractor Pollution Liability . Contractor shall procure, or cause its subcontractor to procure, 
contractor pollution liability insurance in the amount of $2,000,000. Such policy shall be either on 
a claims made basis with a two-year extended reporting provision following final acceptance of 
the work, or, occurrence coverage, and shall include City as additional insureds. This insurance 
may contain a deductible clause of not more than $50,000. Any deductible amount shall be for 
the account of the Contractor, and City shall not be liable therefore. 

Prior to an City’s issuance of a written Notice to Proceed, Contractor shall furnish City with a 
Certificate of Insurance evidencing the above coverage requirements and further indicating that 
the Contractor's policy has been endorsed to name additional insureds as specified by City. 

The Certificate shall provide that Contractor's policy is primary over any insurance carried by 
City and that the policy will not be canceled or coverage reduced without thirty (30) days prior 
notice in writing being given to City. 

B. Workers' Compensation Insurance 

Prior to an City's issuance of a written Notice to Proceed, the Contractor shall submit 
satisfactory evidence to City that the Contractor maintains Workers' Compensation coverage 
for its employees in full compliance with the applicable requirements 
of the state(s) in which said employees work. 

As required by Section 1860 of the California Labor Code (Chapter 1000, Statutes of 1965), the 
Contractor shall secure the payment of Workers' Compensation to its employees in accordance 
with the provisions of Section 3700 of the California Labor Code and shall furnish the 
Participating Agency with a Certificate evidencing such coverage with a $2,000,000 Employer's 
Liability Limit together with a verification thereon as follows. 

"I am aware of the provisions of Section 3700 of the California Labor Code which 
require every employer to be insured against a liability for Workers' Compensation 
or to undertake self-insurance in accordance with the provisions of that code, and I 
will comply with such provisions before commencing the performance of the work 
of this Contract." 

C. Property and Physical Damage Insurance 

The Contractor shall have a policy issued to protect its interest in the vehicles, property and 
equipment it uses in performance of this contract. The coverage under such policy shall have 
limits of liability adequate to protect the value of the vehicles, property and equipment. If 
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desired, the Contractor may choose to self-insure this exposure, but in no instance City be 
responsible for loss or damage. 

D. Acceptable Insurance 

All coverage shall be issued by insurance carriers who are rated "A-" or better by Best's rating 
service. 

E. Claims-made Insurance 

If any insurance specified above shall be provided on a claims-made basis, then in addition to 
coverage requirements above, such policy shall provide that: 

1. The policy retroactive date coincides with or precedes the Contractor's start of work. 

2. Contractor will make every effort to maintain similar insurance for at least two (2) years 
following completion of contract, including the requirement of adding all additional insureds. 

3. If insurance is terminated for any reason. Contractor agrees to purchase an extended 
reporting provision of at least two (2) years to report claims arising from work performed in 
connection with this contract. 

F. Failure to Maintain Insurance 

The failure to procure or maintain the required insurance and/or adequately funded self- 
insurance program will constitute a material breach of the agreement. 

G. Bidders who propose self-insurance must submit proof of sufficient financial assets (financial 
statements to support self-insurance). Upon review of this information. City may or may not 
deem self-insurance to be eligible. This information must be provided when submitting a Bid. 

H. Certificate of Insurance or certified copies of the insurance policies required by this Section 14 
shall be delivered to City concurrently with the executed Contract. Acknowledgement of these 
Insurance Requirements and the Bidder's ability to provide the specified coverages shall be 
included with the Bid Submission. 

15. SPILL LIABILITY PROTECTION 


Contractor shall be responsible and held liable for all losses, damages, and penalties that may be 
sustained by City or imposed on City by an outside agency as a result of spills. Contractor's drivers 
or subcontractors will immediately report any spill to City’s designated contact. The Contractor will 
be billed for the replacement cost of any clean-up materials used as well as City labor or other 
costs expended in the clean-up of any spill or in the repair of City property damaged by reason of a 
spill. In the event Contractor fails to pay the billed amount within thirty (30) calendar days of City's 
invoice, City will deduct the billed amount from amounts due and owing to Contractor under this 
contract. Contractor will insure its representatives immediately report any fuel spills of one gallon 
or more during the fuel delivery process to a Vehicle Maintenance Supervisor or the designated 
contact. 

Contractor will indemnify City, its officers, employees and agents and hold them harmless from 
losses, damages, and penalties imposed on City by third parties. City reserve the right to terminate 
the Contract if, notwithstanding compliance with the procedures set forth herein, Contractor delivers 
red-dyed renewable diesel fuel and/or 87 octane unleaded gasoline in a negligent or careless 
manner or causes a spill of red-dyed renewable diesel fuel and/or 87 octane unleaded gasoline 
while delivering to City facilities. In addition, the Contractor shall provide to City evidence of 
Pollution Liability Coverage, which is valid for the term of this Contract in the amount of $2,000,000. 

16. DELIVERY INSTRUCTIONS 


City will order the red-dyed renewable diesel fuel and/or 87 octane unleaded gasoline by telephone 
at least twenty-four (24) hours prior to the required date/time for delivery. Contractor shall provide 
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red-dyed renewable diesel fuel and/or 87 octane unleaded gasoline within the agreed delivery 
procedures, times and locations. 

The minimum order placed by City will normally be for one truck and trailer load or approximately 
7,000 to 7,600 gallons. A minimum order may include mixed compartment loads on a single truck- 
trailer. For example, one compartment may be gasoline and the remainder of the load will be red- 
dyed renewable diesel fuel. Bulk deliveries of red-dyed renewable diesel fuel and/or 87 octane 
unleaded gasoline must be accompanied by documentation from the Contractor's supplier showing 
the amount of Red-dyed renewable diesel fuel and/or 87 octane unleaded gasoline picked up by 
the Contractor from its supplier. 

Contractor shall provide traceability on all shipments back to the refinery or within five (5) business 
days upon request from City. 

In the event of emergency fuel supply needs arising from the failure of City's fuel supply systems, 
power outages, or from natural disasters, the Contractor shall guarantee City the exclusive use of 
pump-equipped supply tankers for City's employees to directly dispense fuel into equipment at City 
locations, or at alternate staging areas designated by City. Such emergency supply will be made 
available within 12 hours of notification by City to the Contractor and will be supplied at the same 
fuel cost as regular deliveries, plus reasonable standby equipment charges, unless the Contractor 
is unable to do so as a result of the natural disaster. In this case, Contractor shall immediately notify 
City of its inability to supply tankers. 

City has delivery requirements that must be adhered to in the performance of this contract. 

17. DELIVERY LOCATIONS/TIMES FOR PERFORMANCE. AND BILLING ADDRESS 

Contractor shall make delivery of Red-dyed renewable diesel fuel and/or 87 octane unleaded 
gasoline to the locations listed below and only during the times indicated, as follows: 

City of Fairfield 

Vehicle Maintenance Department 
420 Gregory Street 
Fairfield, CA 94533 

Delivery Hours: 7:00 A.M. through 3:00 P.M. 

Deliveries Accepted: Monday through Thursday 

Billing Address: 

City of Fairfield 

Vehicle Maintenance Department 
420 Gregory Street 
Fairfield, CA 94533 

18. PAYMENT 


During the term of this Contract, City shall make payment to the Contractor in accordance with 
monthly invoices submitted by Contractor that reflect the amount of fuel gallons actually furnished 
during each month and the location and dates of the deliveries made. 

City is exempt from the payment of Federal and State Excise and Transportation taxes, so such taxes 
must not be included on invoices. All applicable State Sales Taxes, Use Taxes, and California Oil Spill 
Recovery Fees shall be itemized and added to each invoice. 

19. PRODUCT TESTING 


The Bidder must certify that the product to be furnished meets the minimum specifications in order 
to qualify for award of the Contract. During the term of this Contract, City may elect to sample fuel 
at any time it is delivered to each location. This sampling will be taken by City personnel with the 
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cooperation of the delivery personnel. The sample will be tested by an independent third party 
laboratory and a report will be issued to City-designated contact. 

For each occurrence that the fuel testing reveals that non-compliant fuel was delivered to City, the 
Contractor shall, at its sole cost and expense, replace the non-compliant fuel with fuel meeting the 
specifications stated in these Contract Documents and pay for subsequent independent testing to 
ensure the quality of the fuel. If City incurs a fine or any other cost or expense relating to the 
Contractor’s delivery of non-compliant fuel. Contractor will reimburse City for the payment of the 
fine or other costs and expenses, related to delivery of non-compliant fuel, including the cost of 
independent testing, and shall indemnify, hold and save harmless City, its, officers, employees and 
agents respectively, against all suits or claims that may be related to such fines in accordance with 
the provisions of these Contract Documents. On the third such occurrence. City, at its sole option, 
may elect to terminate the Contract immediately. 

20. TECHNICAL ASSISTANCE 

The Contractor shall maintain and make available to City, upon request, technical services of 
competent engineers and necessary laboratory services at Contractor’s sole cost and expense for 
the purpose of assisting City in resolving any problems that may arise in connection with the use of 
any of the items called for under this Contract. 

21. OSHA MATERIAL SAFETY DATA SHEETS 

During the duration of this Contract, the Contractor must comply with all Federal and California 
Laws, Regulations and Safety Standards in effect. 

The Contractor must submit, with its bid, OSHA Material Safety Data Sheets on all applicable items. 
This information must be submitted to David Renschler, Fleet Manager. 

22. BID PACKAGE 


A complete bid package shall consist of the following items, all of which must be submitted by each 
Bidder: 

A. List of References 

B. List of Prime Contractor and Subcontractors/Suppliers 

C. Fair Employment Practices Certificate 

D. Approved Equal Form 

E. Insurance Requirement Certificate 

F. Acknowledgement of Addenda 

G. OSHA Material Safety Data Sheets 

H. Completed Bid Form 
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LIST OF REFERENCES 

Furnishing and Delivering Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasoline 

17-VM-04 

(DO NOT INCLUDE CITY AS A REFERENCE) 

(See Special Provision 3 “Qualification of Bidders.”) 

1. COMPANY NAME_ 

STREET ADDRESS__ 

CITY, STATE, ZIP__ 

CONTACT_^TITLE__ 

PHONE # (_)_ FAX#f ) _ 

EMAIL_ 

SERVICE PROVIDED_ 

CONTRACT VALUE _ 

2. COMPANY NAME_ 

STREET ADDRESS 
CITY, STATE, ZIP_ 

CONTACT_ 

PHONE #(_1_ 

EMAIL_ 

SERVICE PROVIDED_ 

CONTRACT VALUE_ 

3. COMPANY NAME_ 

STREET ADDRESS_ 

CITY, STATE, ZIP_ 

CONTACT_ TITLE 

PHONE # ( ) _ FAX#i 

EMAIL _ 

SERVICE PROVIDED_ 

CONTRACT VALUE._ 


TITLE_ 

FAX#f ^ 
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Signature of Owner or Authorized Representative Title Date 




FAIR EMPLOYMENT PRACTICES CERTIFICATE 


In connection with the performance of work under this Contract, the Contractor agrees as follows: 

1. The Contractor will not willfully discriminate against any employee or applicant for employment because of race, color, religious 
creed, ancestry, national origin, sex, marital status, physical handicap, or medical condition, as defined in Government Code Section 
12926. The Contractor will take affirmative action to ensure that applicants are employed, and that employees are treated during 
employment, without regard to their race, color, religious creed, ancestry, national origin, sex, physical handicap, or medical condition 
as defined in Government Code Section 12926. Such action shall include but not be limited to the following: employment, upgrading, 
demotion or transfer; recruitment or recruitment advertising; layoff or termination; rates of pay or other forms of compensation; and 
selection for training including apprenticeship. The Contractor agrees to post in conspicuous places, available to employees and 
applicants for employment, notices setting forth the provisions of this Fair Employment Practices section. 

2. The Contractor will send to each labor union or representative of worker with which he has a collective bargaining agreement or 
other contract or understanding, a notice, advising the said labor union or workers' representative of the Contractor’s commitments 
under this section, and shall post copies of the notice in conspicuous places available to employees and applicants for employment. 

3. The Contractor will permit access to his records of employment, employment advertisements, application forms, and other 
pertinent data records by the Fair Employment and Housing Commission, the awarding authority or any other appropriate agency of 
the State of California designated by the awarding authority for the purposes of investigation to ascertain compliance with the Fair 
Employment Practices section of this Contract. 

4. A finding of willful violation of the Fair Employment Practices section of this Contract or of the Fair Employment and Housing 
Act, Government Code Sections 12900 et. seq., shall be regarded by the awarding authority as a basis for determining the Contractor 
to be not a “responsible Bidder” as to future contracts for which such Contractor may submit bids, for revoking the Contractor’s 
prequalification rating, if any, and for refusing to establish, re-establish or renew a prequalification rating for the Contractor. 

The awarding authority shall deem a finding of willful violation of the Fair Employment and Housing Act to have occurred upon 
receipt of written notice from the Fair Employment and Housing Commission that it has investigated and determined that the 
Contractor has violated the Fair Employment and Housing Act and has issued an order under Government Code Section 12970 or 
obtained an injunction under Government Code Section 12973. 

Upon receipt of such written notice from the Department of Eair Employment and Housing, the awarding authority shall notify 
the Contractor that unless he demonstrates to the satisfaction of the awarding authority within a stated period that the violation has 
been corrected, his prequalification rating will be revoked at the expiration of such period. 

5. The Contractor agrees that, should the awarding authority determine that the Contractor has not complied with the Fair 
Employment Practices section of this Contract, then pursuant to Labor Code Sections 1735 and 1775, the Contractor shall, as a penalty 
to the awarding authority, forfeit for each calendar day, or portion thereof, for each person who was denied employment as a result of 
such non-compliance, the penalties provided in the Labor Code for violation of prevailing wage rates. Such monies may be recovered 
from the Contractor. The awarding authority may deduct any such damages from any monies due the Contractor. 

6. Nothing contained in the Fair Employment Practices section shall be construed in any manner or fashion so as to prevent the 

awarding authority from pursuing any other remedies that may be available at law. 

7. The Contractor will include the provisions of the foregoing Paragraphs I through 6 in every first-tier subcontract, if any, so that 
such provisions will be binding upon each such subcontractor. 

8. Statements and Payrolls. The Contractor shall maintain his records in conformance with the requirements in the Specification and 
the following provisions; 

a. The submission by the Contractor of payroll, or copies thereof, is required. Each Contractor and subcontractor shall preserve 

his weekly payroll records for a period of three years from the date of completion of this Contract. 

b. The payroll records shall contain the name, address, and social security number of each employee, his correct classification, 
rate of pay, daily and weekly number of hours worked, itemized deductions made and actual wages paid. 

c. The Contractor shall make his payroll records available at the project site for inspection by City and shall permit City to 
interview employees during working hours on the job. 

The following certification is to be executed by every Bidder and enclosed and forwarded in a sealed envelope containing the 
bid. The person signing the certification shall state his address and official capacity. 

FAIR EMPLOYMENT PRACTICES CERTIFICATION TO THE CITY OF FAIRFIELD: 

The undersigned, in submitting a bid for performing the following work by contract, hereby certifies that the Bidder will meet 
the above standards of affirmative compliance with the Fair Employment and Housing Act, Government Code Section 12900, et. seq. 


FAIR EMPLOYMENT PRACTICES CERTIFICATE (CONTINUED) 


27 



PRODUCT AND SERVICES 

DATE 


(Type) 

BIDDING COMPANY 



BY 


ADDRESS 

NUMBER AND STREET 


SIGNATURE 

CITY 

STATE ZIP CODE 

(Type) 

NAME OE SIGNER 

TELEPHONE 


(Type) 

TITLE 
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APPROVED EQUAL FORM 


Furnishing and Delivering Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasoline 

17-VM-04 

IMPORTANT: USE A SEPARATE FORM FOR EACH SEPARATE SOLICITATION. PROVISION. OR 
SPECIFICATION ITEM REQUEST. COPY THIS FORM AS NEEDED. 

Submitted by:___(Company Name) 

City requires that all prospective Bidders completely fill out and attach this form with every separate 
specification item request for an Approved Equal pertaining to this Contract. Failure to completely fill out 
this form and submit with the request may result in denial of the request. Any further information that may be 
useful in reviewing such a request should also be attached to this form. 

1. A. Approved equal is being requested for_, 

to be used in place of___ 

(list technical specification or other reference number, [e.g. page TS-1, title, subsection, item]). 

B. Page Number_ 

C. Section Number and Heading___ 

2. Description of approved equal request/substitution; __ 


3. Product purpose: ____• 

4. Does this proposed approved equal request/substitution meet all applicable federal, state and local laws 

and regulations?_(If NO, please explain):_ 


5. List three commercial firms within the United States, which have used the proposed approved equal 
request/substitution (list California properties first): 

A. Company Name_ 

Street Address_ 

City/State/Zip Code___ 

Telephone No. (_ ) ___ 

Name of Contact Person_ 

B. Company Name___ 

Street Address___ 

City/State/Zip Code___ 

Telephone No. (_) _ 

Name of Contact Person _ 

C. Company Name___ 

Street Address___ 

City/State/Zip Code_ 

Telephone No. (_ ) ___ 

Name of Contact Person^___ 

6. List the benefits and any other reasons why City should approve this request for approved 

equal/substitution:___ 


7. Attach pertinent test data, technical data, and background information on the approved equal request. 
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INSURANCE REQUIREMENT CERTIFICATE 


The Bidder agrees by submitting this Bid that the Bidder understands and meets the minimum 
insurance requirement outlined in Special Provisions 14 and 15. 

The Bidder or offer hereby certifies that it will meet the Insurance Requirements outlined in Special 
Provisions 14 and 15. 


Date 


Signature 


Company Name 


Title 
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ACKNOWLEDGEMENT OF ADDENDA 


The undersigned hereby acknowledges receipt of the following noted addenda from City of Fairfield 
for Proposal 17-VM-04. 

Addendum # Dated Received By 


NOTE: Failure to acknowledge receipt of all addenda may cause the Bid to be considered non-responsive 
to the solicitation. Acknowledgement of receipt of each addendum must be clearly established and included 
with the Bid. 


Name of Bidder 


Address 


City, State, Zip Code 


Authorized Signature 


Date 
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TECHNICAL SPECIFICATIONS 
FOR 

FURNISHING AND DELIVERING RED-DYED RENEWABLE DIESEL FUEL 
AND 87 OCTANE UNLEADED GASOLINE 
FOR 

THE CITY OF FAIRFIELD 
17-VM-04 


1. GENERAL 

It is the intent of these specifications to describe the requirements for the supply of Red-dyed 
renewable diesel fuel and 87 octane unleaded gasoline to the City of Fairfield. The red-dyed 
renewable diesel supplied under this contract shall conform to ASTM-D975 and having the minimum 
and/or maximum characteristics as more particularly defined in Technical Specification 4 below. 

The 87 octane unleaded gasoline supplied under this contract shall meet the minimum and/or 
maximum characteristics as more particularly defined in Technical Specification 5 below. 

These minimum and/or maximum characteristics have been established by City, in concert with the 
minimum requirements of the engine manufacturers who have provided engines for the buses 
currently operated by City. These specifications shall take precedence over ASTM-D975 where 
deviations are noted. 

The successful Bidder shall supply the red-dyed renewable diesel fuel and 87 octane unleaded 
gasoline in accordance with these specifications and within the schedule of services described in 
the Special Provisions during the term of the Contract. 

2. CONFORMITY 

All Bidders must conform to these specifications and the products they furnish shall be of first class 
quality and the equipment used to provide said products shall be the best obtainable in the various 
trades. 

No advantage shall be taken by the manufacturer in the addition and/or omission of any ingredient 
or detail, which makes the red-dyed renewable diesel non-compliant with any of the specifications, 
even though such details are not mentioned in these specifications. 

In all cases, products must be furnished as specified, but if the term "approved equal" is used, the 
Fleet Manager must approve any product substituted for a specified product. All material not 
specified shall be the manufacturer's standard products. 

3. RESPONSIBILITY 

The Contractor shall assume responsibility for all products and services associated with this Contract, 
whether they be provided by the Contractor or purchased ready-made from an outside source. 

4. SPECIFICATION FOR RD-99 RED-DYED RENEWABLE DIESEL 

4.1 "Red-Dyed Renewable Diesel,” means a diesel fuel that is produced from non-petroleum 
renewable sources but is not a mono-alkyl ester and which is registered as a motor vehicle fuel 
or fuel additive under 40 CFR Part 79. 

4.2 The red-dyed renewable diesel fuel shall conform to California Code of Regulations (CCR) 

Title 4, Division 9, Chapter 6 Article 5, Section 4149. 
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The red-dyed renewable diesel fuel shall also meet the requirements of the California Code of 
Regulation, Title 13, Division 3, Chapter 5, Article 2, Section 2281 (sulfur content) and section 
2282 (aromatic hydrocarbon). Alternative diesel formulations must be certified by CARB. The 
carbon intensity of the fuel shall be no more than 50 gC02e/MJ as determined by the Low 
Carbon Fuel Standard (LCFS), Title 17, Division 3, Chapter 1, Subchapter 10, Article 4, 
Subarticle 7, of California Code of Regulations (CCR), Section 95486. 

4.3 City may, at any time, take a sample of the delivered product to be inspected and tested 
according to the methods specified in active standards, ASTM D5453 for sulfur, D5186 for 
aromatics and other test methods specified in ASTM D975. 

4.4 The finished fuel shall be visually free of un-dissolved water, sediment, and suspended matter. 

4.5 STORAGE LIFE: The fuel shall not deteriorate in ordinary storage and shall not form excessive 
gum, resign, or deposits. 

5. SPECIFICATION FOR 87 OCTANE UNLEADED GASOLINE 

5.1 Unleaded regular gasoline fuel must be a volatile mixture of liquid hydrocarbons containing 
small amounts of additives, suitable for use as fuel with spark-ignition, internal combustion 
engines. The fuel shall conform to California Code of Regulations (CCR) Title 4, Division 9, 
Chapter 6, Article 5, Section 4140. 

5.2 Unleaded regular gasoline fuel shall also meet the requirements of CCR, Title 13, Division 3, 
Chapter 5, Article 1. Evidence of such facts shall be available to City in the form of a letter 
certifying such compliance and signed by a responsible official of the proposer's company to 
supply this fuel to City. 

5.3 Unleaded regular gasoline shall have a minimum Anti-Knock Index of 87 unless otherwise 
specified herein. 

5.4 The finished fuel shall be visually free of un-dissolved water, sediment, suspended matter, and it 
shall be clear and bright at the ambient temperature or 21 °C (70°F), whichever is higher. 

5.5 STORAGE LIFE; The fuel shall not deteriorate in ordinary storage and shall not form excessive 
gum, resin, or deposits. 

All 87 octane unleaded gasoline shall have been refined in the United State of America. 

6. FUTURE FUEL SPECIFICATION CHANGES 

During the term of this Contract, City may require a change in the specification of the red-dyed 
renewable diesel fuel and/or 87 octane unleaded gasoline supplied to comply with any change in 
federal, state, or local laws governing fuel properties. In the event that such changes are necessary, 
City shall notify their respective Contractor in writing of the requested change. The Contractor shall 
provide City with the change in the cost per gallon of fuel to the price bid for the original Contract. If 
City and Contractor cannot reach an agreement on the added cost for the requested change, the 
Contract may be terminated by either party within (30) day’s written notice to the other party. Until 
termination, the reasonable determination of City's Fleet Manager as to the cost of the new fuel shall 
prevail. 
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7. RED-DYED RENEWABLE DIESEL FUEL AND 87 OCTANE UNLEADED GASOLINE STORAGE 
TANK CAPACITIES, AND ESTIMATED ANNUAL USAGE 

Capacities: 

DIESEL FUEL; 

2 each, 10,000 gallon tanks for red-dyed renewable diesel fuel per underground tank at the 
Fairfield Facility 

UNLEADED GASOLINE: 

1 each, 10,000 gallon per underground tank at the Fairfield Facility 
Estimated Annual Usage: 

DIESEL FUEL; 

420,000 gallons of red-dyed renewable diesel fuel at the Fairfield Facility 

UNLEADED GASOLINE: 

110,000 gallons at the Fairfield Facility 
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Furnishing and Delivering Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasoline 
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Bidder's Signature _ Company 























OPIS Rack Price with CAR 


SAN FRANCISCO, CA 2017-03-28 10:00:06 

EOT 

**OPIS CONTRACT BENCHMARK FILE** 

**OPIS GROSS CARFG ETHANOL (10%) PRICES WITH CAR COST ** 

Move 



Terms 

Uni 

Move 

Mid 

Move 

Pre 

Move 

Date 

Time 

Valero 

u N-10 

184.17 

+ 

.49 

195.39 


.49 

206.63 

+ 

.49 

03/27 

18:00 

PSX 

u N-10 

185.25 

+ 

2.75 

207.25 

+ 

2.75 

217.25 

+ 

2.75 

03/24 

18 : 00 

Tesoro 

u N-10 

186.00 

+ 

3.00 

203.00 

+ 

3.00 

220.00 


3.00 

03/24 

18 : 00 

Valero 

b N-10 

187.97 

+ 

1.29 

195-94 

+ 

1.29 

203.93 

+ 

1.29 

03/27 

18 : 00 

XOM-TSO 

b 1-10 

192.00 

+ 

3.00 

201.00 

+ 

3.00 

211.00 

+ 

3.00 

03/24 

18 : 00 

PSX 

b 1-10 

201.77 


2.02 

211.37 

+ 

2.02 

220.96 

+ 

2.02 

03/24 

18 : 00 

Shell 

b 125-3 

202.05 

+ 

2.03 

215.68 

+ 

2.03 

229.32 

+ 

2.03 

03/24 

18 : 00 

Chevron 

b lt45c 

203.90 


2.00 

212.90 

+ 

2.00 

222.90 

+ 

2.00 

03/24 

18 : 00 

Texaco 

b lt45c 

203.90 

+ 

2.00 

212.90 

+ 

2.00 

222.90 

+ 

2.00 

03/24 

18 : 00 

LOW RACK 


184.17 



195.39 



203.93 





HIGH RACK 

203.90 



215.68 



229.32 





RACK AVG 


194.11 



206.16 



217.21 





CAP-AT-THE-RACK 

10.90 



10.90 



10.92 





LCFS COST 

3.940 



3.940 



3.940 





OPIS SAN 

FRANCISCO 

DELIVERED 

SPOT 

(SRI) 








FOB SAN 

FRANCISCO 

170.06 



179.06 



192.56 





BRD LOW : 

ElACK 

187.97 



195.94 



203.93 





BRD HIGH 

RACK 

203.90 



215.68 



229.32 





BRD RACK 

AVG 

198.60 



208.30 



218.50 





UBD LOW : 

RACK 

184.17 



195.39 



206.63 





UBD HIGH 

RACK 

186.00 



207.25 



220.00 





UBD RACK 

AVG 

185.14 



201.88 



214.63 





CONT AVG' 

-03/28 

194.11 



206.16 



217.21 





CONT LOW 

-03/28 

184.17 



195.39 



203.93 





CONT HIGH-03/28 

203.90 



215.68 



229.32 





SAN FRANCISCO, CA 












LOW RETAIL 

275. 

57 









AVG RETAIL 

311. 

62 









LOW RETAIL EX-TAX 

218. 

27 









AVG RETAIL EX-TAX 

253. 

12 









SAN FRANCISCO, CA 







2017-03- 

28 10: 

00:06 

EDT 















**OPIS 

CONTRACT BENCHMARK FILE** 





**OPIS 

GROSS CARB 

ULTRA LOW 

SULFUR DISTILLATE PRICES WITH 

CAR 

COST ** 






No. 2 



No. 2 



Move 



Terms 

No2 


Move 

RD 

Move 

NRLM 


Move 

Date 

Time 

Tesoro 

u N-10 

171.00 

+ 

I.00 

172.00 

+ 

1.00 

— — 


— — 

03/28 

00:03 

PSX 

u N-10 

171.50 

- 

2.00 

172.00 

- 

2.00 

— — 


— — 

03/27 

18 : 00 

Valero 

u N-10 

172.09 


.25 

173.39 

+ 

.25 

— — 


— __ 

03/27 

18 : 00 

Chevron 

b lt45c 

172.90 

- 

1.50 

— — 


— — 

— — 


— __ 

03/27 

18 : 00 

Texaco 

b lt45c 

172.90 

- 

1.50 

— — 


— — 

— — 


-- -- 

03/27 

18:00 

Shell 

u N-10 

174.88 

- 

3.79 

175.38 

- 

3.79 

— -- 


-- — 

03/27 

18:00 

XOM-TSO 

b 1-10 

175.00 

+ 

3.00 

— — 


— — 

-- -- 


-- — 

03/24 

18:00 

Valero 

b N-10 

175.34 

+ 

. 45 

— — 


— — 

— — 


-- — 

03/27 

18 : 00 

Shell 

b 1-10 

176.65 

- 

3.82 

— — 


— — 

-- — 


-- — 

03/27 

18:00 


OP-1 







03/27 18:00 


PSX b N-10 

176.75 + 

1.50 

177.25 + 1.50 

— 

-- 

LOW RACK 

171.00 


172.00 

— 

— 

HIGH RACK 

176.75 


177.25 

— 

— 

RACK AVG 

173.90 


174.00 

— 

— 

CAP-AT-THE-RACK 

13.89 


13.89 

— 

— 

LCFS COST 

3.695 


3.695 

— 

— 

OPIS SAN FRANCISCO 

DELIVERED 

SPOT 

(SRI) 



FOB SAN FRANCISCO 

155.24 


155.59 

— 

— 

BRD LOW RACK 

172.90 


177.25 

— 

— 

BRD HIGH RACK 

176.75 


177.25 

— 

— 

BRD RACK AVG 

174.92 


177.25 

— 

— 

UBD LOW RACK 

171.00 


172.00 

— 

— 

UBD HIGH RACK 

174.88 


175.38 

— 

— 

UBD RACK AVG 

172.37 


173.19 

— 

— 

CONT AVG-03/28 

173.90 


174.00 

— 

— 

CONT LOW-03/28 

171.00 


172.00 

— 

— 

CONT HIGH-03/28 

176.75 


177.25 

-- 

-- 


SAN FRANCISCO, CA 2017-03-28 10:00:06 

EOT 

**OPIS CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE B1 SME BIODIESEL PRICES WITH CAR COST** 

CULS Move 

Terms Date Time 

Suma u N-15 206.53 03/25 09:30 

LOW RACK 206.53 

HIGH RACK 206.53 

RACK AVG 206.53 

CAP-AT-THE-RACK 13.75 

UBD LOW RACK 206.53 

UBD HIGH RACK 206.53 


UBD RACK AVG 206.53 
CONT AVG-03/28 206.53 
CONT LOW-03/28 206.53 
CONT HIGH-03/28 206.53 


SAN FRANCISCO, CA 2017-03-28 10:00:06 

EDT 

**OPIS CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE B5 SME BIODIESEL PRICES WITH CAR COST** 




CULS 

Move 



Terms 


Date 

Time 

Suma 

u N-15 

214.63 

03/25 

09:30 

BayBio 

u N-10 

246.00 

11/21 

00:01 

Goldngate 

u N-15 

248.00 

11/21 

00:01 

LOW RACK 


214.63 



HIGH RACK 


248.00 



RACK AVG 


236.21 



CAP-AT-THE- 

-RACK 

13.19 




UBD LOW RACK 214.63 
UBD HIGH RACK 248.00 
UBD RACK AVG 236.21 
CONT AVG-03/28 236.21 
CONT LOW-03/28 214.63 
CONT HIGH-03/28 248.00 


OP-2 



SAN FRANCISCO, CA 
EOT 


2017-03-28 10:00:06 


*'*OPIS CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE B5 MULT BIODIESEL PRICES WITH CAR COST** 



CULS 

Move 

Terms 


Date 

Goldngate u N-15 

238.00 

11/21 

LOW RACK 

238.00 


HIGH RACK 

238.00 


RACK AVG 

238.00 


CAP-AT-THE-RACK 

13.19 


UBD LOW RACK 

238.00 


UBD HIGH RACK 

238.00 


UBD RACK AVG 

238.00 


CONT AVG-03/28 

238.00 


CONT LOW-03/28 

238.00 


CONT HIGH-03/28 

238.00 



SAN FRANCISCO, CA 2017-03-28 10:00:06 

EDT 


**OPIS CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE B5 YGME BIODIESEL PRICES WITH CAR COST** 




CULS 

Move 



Terms 


Date 

Time 

Suma 

u N-15 

211.98 

03/25 

09:30 

BayBio 

u N-10 

235.00 

11/21 

00:01 

LOW RACK 


211.98 



HIGH RACK 

235.00 



RACK AVG 


223.49 



CAP-AT-THE-RACK 

13.19 



UBD LOW RACK 

211.98 



UBD HIGH 

RACK 

235.00 



UBD RACK 

AVG 

223.49 



CONT AVG- 

03/28 

223.49 



CONT LOW- 

03/28 

211.98 



CONT HIGH 

-03/28 

235.00 




SAN FRANCISCO, CA 2017-03-28 10:00:06 

EDT 


**OPIS CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE B20 SME BIODIESEL PRICES WITH CAR COST** 




CULS 

Move 



Terms 


Date 

Time 

Suma 

u N-15 

243.88 

03/25 

09:30 

BayBio 

u N-10 

260.00 

11/21 

00:01 

Goldngate 

u N-15 

260.00 

11/21 

00:01 

LOW RACK 


243.88 



HIGH RACK 


260.00 



RACK AVG 


254.63 



CAP-AT-THE-RACK 

11.11 



UBD LOW RACK 

243.88 



UBD HIGH 

RACK 

260.00 



UBD RACK 

AVG 

254.63 



CONT AVG- 

03/28 

254.63 



CONT LOW- 

03/28 

243.88 



CONT HIGH 

-03/28 

260.00 




OP-3 



SAN FRANCISCO, CA 
EOT 


2017-03-28 10:00:06 


**OPIS 

**OPIS GROSS WHOLESALE 



CULS 

Terms 


Goldngate u N-15 

250.00 

LOW RACK 

250.00 

HIGH RACK 

250.00 

RACK AVG 

250.00 

CAP-AT-THE-RACK 

11.11 

UBD LOW RACK 

250.00 

UBD HIGH RACK 

250.00 

UBD RACK AVG 

250.00 

CONT AVG-03/28 

250.00 

CONT LOW-03/28 

250.00 

CONT HIGH-03/28 

250.00 

SAN FRANCISCO, CA 


EDT 



CONTRACT BENCHMARK FILE** 
B20 MULT BIODIESEL PRICES 
Move 

Date Time 
11/21 00:01 


WITH CAR COST** 


2017-03-28 10:00:06 


**OPIS CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE B20 YGME BIODIESEL PRICES WITH CAR COST** 




CULS 

Move 



Terms 


Date 

Time 

Suma 

u N-15 

230.28 

03/25 

09:30 

BayBio 

u N-10 

249.00 

11/21 

00:01 

LOW RACK 


230.28 



HIGH RACK 


249.00 



RACK AVG 


239.64 



CAP-AT-THE-RACK 

11.11 



UBD LOW RACK 

230.28 



UBD HIGH 

RACK 

249.00 



UBD RACK 

AVG 

239.64 



CONT AVG- 

03/28 

239.64 



CONT LOW- 

03/28 

230.28 



CONT HIGH 

-03/28 

249.00 




Copyright, Oil Price Information Service 

Rack prices are adjusted in this report to reflect the wholesale rack prices 
modified to include/exclude the CAR values for California locations. 


Subscriber fully understands that the CAR Adjusted Rack Price files MAY NOT 
match the official standard/terminal OPIS Rack Displays and agrees to fully 
inform those whom the subscriber does business with of the nature of the 


prices and how they may be different from standard/terminal OPIS rack prices. 
Subscriber accepts the risks inherent with using OPIS CAR Adjusted Rack Price 
files, http://www.opisnet.com/resources/cap and trade supplier list.pdf 


OP-4 





EXHIBIT B 


■PC 

April 25, 2017 


Mr. David Renschler, Fleet Manager 
City of Fairfield 
Vehicle Maintenance Division 
420 Gregory Street 
Fairfield, CA 94533 

RE: Bid Number 17-VM-04, Furnishing and Delivering CARB Red-Dyed Renewable Diesel Fuel 
and 87 Octane Unleaded Gasoline 

Dear: Mr. Renschler: 

In regards to your solicitation to provide fuel, it is our pleasure to submit a proposal for your 
consideration. Our corporate office is located at 4 Hutton Centre Drive, Suite 700, Santa Ana, 
CA 92707 with business capabilities 7 days per week. 

Thank you, for your consideration of IPC as your fuel provider. If you have any questions or 
concerns regarding this proposal, please contact Blanca Hurtado, as she is the main point of 
contact: 

Blanca Hurtado 

Manager of Bids and Contracts 
Office: (949) 648-5620 
Mobile: (714) 616-2703 
Fax: (949) 648-5612 
Email: blanca.hurtado^usipc.com 


Sincerely, 



Hiroki Okirraga 
Chief Executive Officer 


4 Hutton Centre Drive I Suite 700 I Santa Ana, CA 92707 
Toll Free: 800.936.3930 I Tel; 949.648.5600 I Fax; 949.648.5612 

wvkw. usipc.com 




Mission and Vision Statement: 

IPC is committed to provide products and services to an array of business types in the most cost effective manner, IPC 
respects the individual, society and the future in its Commitment to the Global Good by making quality a reality. 
Everyone who touches our business will benefit. 

IPC's Vision possesses a clear picture or idea of a desired future; in conjunction with communicating that vision and 
leading others to its achievement. Our Integrity is aligned with personal and professional standards, and values; 
keeping agreements; interacting consistently at all times with everyone, everywhere. As well, as Diversity leveraging 
our stakeholders' backgrounds and perspectives (gender, age. nationality, and experiences) to enhance results. Our 
Passion is to focus intensely and energetically on current issues, with strong conviction and momentum to succeed. 
Finally, the Challenge to undertake "new" things vwth strong intention and pioneering the future with creativity and 
ingenuity, no matter the degree of difficulty. 

Company Information: 

The IPC group has a large network of suppliers drawing from several markets throughout the U.S. We are a great 
team built of experienced and dedicated professionals, taking pride in providing outstanding service and always 
securing supply, while setting the standards high for our competition. 

Financial Capability: 

IPC (USA), Inc. has lines of credit in place with Bank of Tokyo Mitsubishi UFJ, Mizuho Corporate Bank, Sumitomo 
Mitsui Banking Corporation and Shizuoka Bank for the purpose of issuing standby letters of credit and obtaining 
working capital advances, with an aggregate maximum credit facility over $400 million and working to increase these 
lines. 

Also. IPC does sales volumes in excess of 9 billion dollars annually in various markets throughout the US in addition to 
existing special trade relationships with top suppliers. These relationships will be leveraged to meet any future volume 
obligations. 

Who We Are: 

IPC (USA), Inc. began as a joint venture between ITOCHU and Chemoil (owned by Glencore) that began operations in 
the U.S. market in 2002. IPC (USA), Inc. wvyw.usipc.com is a downstream wholesale marketing business offering 
refined products for sale across the United States. In November of 2011 ITOCHU purchased Chemoil’s 60% 
ownership in IPC (USA), Inc. for $20.75 million and now owns 100%, 

IPC (USA), Inc. offers a variety of petroleum products for sales across various cities throughout the U.S. including 
gasoline, diesel fuels, natural gas, naphtha, and other clean fuel products. We deliver products to virtually every 
customer type including retail stations, trucking companies, industrial end users, and municipalities. 

Key financial and operational data include the following. 

• With ownership by ITOCHU with $11 billion in equity, IPC is well funded and supported to meet its financial 
obligations and growth opportunities. 

• IPC currently has $415 million in available bank lines of credit used to procure fuel inventory and fund accounts 
receivable for customers. 

• IPC has over $180 million in lines of credit with over 90 suppliers of fuel in the U.S. alone. 

• Revenues for IPC in 2011 were $9 billion. 

• IPC’s customer base has increased each and every year since they began operations. We currently sell 
to customers nationwide. 


4 Hutton Centre Drive I Suite 700 I Santa Ana, CA 92707 
Toll Free: 800.936.3930 I Tel: 949.648.5600 I Fax: 949.648.5612 

www.usipc.com 




I PC 

ITOCHU Corporation began more than 150 years ago as a trading company, importing and exporting items around the 
world. Ranked among the Fortune Global 500, ITOCHU Corporation has more than $34 billion in annual revenue and 
over $11 billion in equity. True to its mission, “Committed to the global good," ITOCHU's goods and services affect 
people's lives in the four corners of the globe. 

Transportation: 

IPC (USA) owns and controls 100% of Vista Energy Transport fwww.vistaenerqvtrans.com) . While they operate as a 
separate entity with their own management, IPC (USA) has full control over the firm. 

Founded in 1994, Vista Energy Transport has provided quality service transportation of petroleum products throughout 
Southern California. The company continues to grow adding additional terminals in San Diego, Colton, and Los 
Angeles. They operate a fleet of late model trucks combined with the newest technology available, including GPS to 
help provide outstanding service 24 hours a day/7 days a week. 

Acquisition of Space Petroleum: 

IPC (USA), Inc. announces the acquisition of Space Petroleum & Chemical Company, Inc.’s business operations and 
assets. This includes all commercial fuel operations in the mid-Atlantic area, including MD, VA, TN, NC, SC, KY, WV, PA, 
DE and the District of Columbia. Combining Space Petroleum's business with IPC’s existing platform will put IPC actively 
in 37 states. IPC will continue to use the Space Petroleum name and is looking fonvard to providing the tools necessary 
for future growth. 

Space Petroleum & Chemical Company, Inc. has been serving the fuel needs of businesses in and around Maryland 
since 1970. With more than 55 million gallons sold annually. Space serves customers in nearly every type of industry 
including manufacturing, construction, fuel oil dealers and government agencies. 

IPC (USA), Inc. is an independent wholesale distributor offering gasoline, diesel, jet fuel, LNG and other refined petroleum 
products throughout the United States. IPC offers delivered products to virtually every customer type including retail 
stations, trucking companies, industrial end users and government. 

T esting Procedures/Information: 

1) Contractor can supply MSDS sheets upon request. 

2) IPC (USA) uses the independent testing agency. Inspectorate. Inspectorate has been in the commodities 
inspection business for over 75 years and is committed to delivering the highest level of compliance, 
integrity, and ethical behavior in its services, www inspectorate.com 

3) IPC (USA) has the capabilities to offer such additional technical services as fuel measurement before and 
after each delivery. 

We also offer multiple options to provide tank monitoring through our affiliations such as the following: 

• Veeder-Root monitoring is an innovative means to measure and monitor fuel levels. Veeder-Root 
offers a full range of fuel management needs, continuously measuring fuel, water, and temperature. 
Using their Fuel Management Service (FMS), suppliers can gain online access the fuel tanks upon 
being granted permission www.veeder.com 

• Our relationships with carriers allow us to offer “Keep-full” services allowing us to monitor 
specified tanks per request. Our carrier will check the specified tanks 

and report back to us the fuel levels, the Customer will not need to do anything with the method 
of monitoring. 

• FuelQuest ForeSite is a trademarked support tool that enables fuel retailers, as well as the 
distributors who manage their inventories, to implement a Just-In-Time (JIT) fuel replenishment 
strategy. ForeSite provides visibility into fuel inventories, enabling fuel managers to reduce run-outs 
and retains, and optimize purchasing decisions, www.fuelquest.com 

4 Hutton Centre Drive I Suite 7001 Santa Ana, CA 92707 
Toll Free. 800.936.3930 I Tel: 949.648.5600 I Fax: 949.648.5612 

www.usipc.com 



I PC 

• SMARTank (Smartlogixinc.com) is a completely wireless tank monitoring system designed to provide 
petroleum distributors with the ultimate in flexibility and performance. SMARTank monitors require 
no external power, telephone connection or control boxes. Simple installation and unparalleled ease 
of use puts SMARTank in a class of its own. 

• Should any of the above options require additional equipment, installation, and/or monthly costs, 
we as the supplier reserve the right to negotiate any additional fees. 

Inventorv/Supplv/Expertise/Industry Knowledge 

4) Upon award of contract we would further research our local storage options and will proceed with obtaining 
leased space. If necessary. Having our own local fuel storage, IPC, (USA) would have supply readily 
accessible should unforeseeable events occur that would cause the Customer to lose their ability to source 
fuel. Until more local storage has been secured, IPC, (USA) does currently have storage capacity in Carson, 
California, which includes over 1,000,000 bbis (42 million gallons) of storage, marine terminal dock access for 
cargoes, and pipeline access to "outer terminals” in Colton and San Diego. 

5) IPC Maintains terminal storage in every active west coast terminal including Los Angeles, Colton, San 
Diego, Barstow, Imperial, Fresno, Las Vegas, and Phoenix. Alternative supply sources in the case of 
supply outages include Houston and Portland. 

6) Emergency Assistance; 

• IPC, (USA) has 24 hour service capabilities, whether that entails calling to place an order in the 
middle of the night or an emergency situation that might arise. 

• IPC has contractual relationships with over 80 common carriers that operate over 1,000 trucks 
including our own Vista Energy Transport company www vistaenerovtfans com 

Locking Abilitv/Procedures: 

7) IPC (USA) has supplied fuel by “locking" with a supplier within the past three years. Due to the recent 
volatility of the market IPC, (USA) has the capabilities to “lock” a price anywhere from 0 

- 30 days beginning from when the quote was requested and provided by the contractor thus resulting in 
acceptance. “Locked" prices are determined and quoted based on the market at that moment and quotes 
are time sensitive. 

8) To date IPC, (USA) has supplied to the private and public sector fuel purchases through "locking”. 

9) IPC (USA) will allow up to a 5 percent + / - leeway in the quantities that are actually purchased as compared 
to the “locked" quantity. This means that up to what would equal 5 percent of the total quantity, the 
Customer may actually purchase plus or minus the “locked” quantity within the 15 percent leeway and still be 
in agreement. (Example: 100,000 gallons locked; the Customer may actually purchase a quantity ranging 
from 95,000-105,000). 

10) NYMEX Futures and OPIS related contracts are available. 

11) Given that “locked" pricing means the price is being guaranteed at said price for said amount of time, 
“downside protection” would not typically be an option offered by the Contractor and further clarification 
would be required to properly answer this question. Until further clarification is received, please note that no 
“downside protection” will be offered at this time with future opportunities remaining unknown. 

LNG / Natural Gas: 

As America builds on its renewable energy future, natural gas provides the best possible economic and environmental 
solution. Given the move towards a cleaner option, IPC (USA), has entered into the markets of LNG/natural Gas. With 
its lower costs, price stability, and cleaner burn, natural gas is the fuel of the future in addition to the domestic option as 
the U.S. has substantial reserves. 

IPC (USA) will now be able to offer this alternative to all industries currently using LNG/natural Gas, which include, but 
not limited to: Transit Systems, Refuse Trucks, Delivery Fleets, Construction, Locomotive Switch Engines, Industrial 
and Agricultural Applications, School Districts, and Off-road Vehicles. 


4 Hutton Centre Drive I Suite 700 I Santa Ana, CA 92707 
Toll Free: 800.936.3930 I Tel: 949.648.5600 I Fax: 949.648.5612 
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Key Personnel Information. 

12) Regarding experience, the principle team member that will manage the Contract's program will be Blanca 
Hurtado, Manager of Bids and Contracts, who has over 22 years' experience in the petroleum industry. She 
will be supported by individuals from IPC’s dispatch, customer service, and billing departments (all with over 
10 years' experience) to provide competent, efficient, service to the Customer. 


Blanca Hurtado 

IPC tUSA), Inc. 

Manager, Bids and Contracts 
Government & National Sales 
(949) 648-5620 Work 
(714) 616-2703 Mobile 
blanca.hurtadoOusipccom 
4 Hutton Centre Drive 
Suite 700 

Santa Ana, CA 92707 


Exoctitive Momberat 

• Hiroki (Oscar) Okinaga / Signatory 

HIrokI (Oscar) Okinaga 

IPC (USA). Inc. 

Chiefe Executive Officer 

(949) 648-S686Work 
(949) 735-6972 Mobile 
oscar.oldnaga9uslpc.com 
4 Hutton Centre Drive 
Suite 700 

Santa Anai,CA 92707 


• JiMTAKEUCHl/CFO/SECRETARY 

Jim Takeuchi 

IPC (USA), Inc. 

CFO / Seaetary 

^9) 648-5666 Work 
(415)794-2367 Mobile 
iim.Takeuch i® usipc. com 
4 Hutton Centre Drive 
Suite 700 

Santa Ana, CA 92707 


4 Hutton Centre Drive I Suite 700 I Santa Ana, CA 92707 
Toll Free: 800.936.3930 I Tel: 949.648.5600 I Fax: 949.648.5612 
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Randy W. Jones / Speaker 






Randy Jones 

IPC (USA), Inc. 

Senior Vice President - Distribution 
(949) 648-S641 Work 
(714) 863-7997 Mobile 
RandyJonesOusipc.com 
4 Hutton Centre Drive 
Suite 700 

Santa Ana, CA 92707 


Customer Service; 

• Karla WiLFONG / Account Receivable 


Karia Wilfbng 

IPC (USA), Inc. 

Collections & Customer Service Supervisor 

(949) 648-S6S2Work 
karla.vritfongOusipc.com 

4 Hutton Centre Drive 
Suite 700 

Santa Ana, CA 92707 


Piaatcm 

• M IKE Morales / Operation Contact 


Mike Morales 

IPC (USA), Inc. 
Transportation Manager 

(949) 648-5633 Work 
(714) 497-7483 Mobile 
Mike.MoralesOusipc.com 
4 Hutton Centre Drive 
Suite 700 

Santa Ana, CA 92707 


Our competitive advantages include: 

• Contractual relationships with over 90 suppliers including all refiners and trading companies in the 
U.S. markets 

• IPC (USA) has lines of credit with multiple financial institutions with an aggregate maximum credit facility over 
$400 million and working to increase these lines 

• IPC (USA) does sales volumes in excess of $9 billion dollars annually in various markets throughout 
the US 

• Deliveries 24 hours a day, 7 days a week 

4 Hutton Centre Drive I Suite 700 I Santa Ana, CA 92707 
Toll Free: 800.936.3930 I Tel; 949.648.5600 I Fax: 949.648.5612 
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IPC 

• 24 hour Order Placement and Customer Service 

• All grades of Gasoline and Diesel Fuel 

• Clean Fuels: Bio-Diesel and Ultra Low Sulfur Diesel 

• Emergency Delivery service on call 

• Branded and Unbranded supply 

• LNG supply available in the California and Gulf Coast regions 
Our unique service offerings include: 

• Multiple options to provide remote tank monitoring through our affiliations with Fuel Quest and Smart Logix 

• EDI, fax, and/or email for invoicing 

• Able to provide our customers with access to their accounts history, purchases, delivery paperwork, 
and invoices through our interactive website 

• Close, personal relationships with ail members of the program team who will work directly with the City to 
provide the best service, and available 24 hours a day, 7 days a week 

13) Given the nature of the product we supply, there remains difficulty is achieving extraordinary environmental 
protections. All of our fuel is tested to comply and exceed regulations set forth 

by the Federal and Local Governments and EPA. Our offices all utilize a paperless document filing system 
and what paper does get used all goes for recycling. 

For more extensive environmental achievements please look to our parent company, Itochu International 
Inc., www.itochu.com . Itochu owns 100% of IPC, (USA) and in 2009 they were awarded the LEED Silver 
Certification as established by the U.S. Green Building Certification Institute for their preeminent program of 
design, construction, and operation of high performance green buildings. The North American headquarter 
offices in Manhattan were renovated for ergonomic reasons as well as to conserve energy. All the lights in 
the office turn off automatically and all bathroom water systems are hands free to avoid overuse of water, a 
variety of additional sustainable strategies were also incorporated throughout. 

In 2007 Itochu subsidiary. Solar Depot, was honored with the Sustainable Business Award for their 
outstanding solar systems that help power thousands of homes and businesses. Solar Depot has been in 
business for over 30 years and continues to strive in making solar energy. Itochu’s corporate mission 
statement is “Committed to the global good”, and through their efforts as well as their subsidiaries, IPC, (USA) 
included, environmental responsibility remains an important goal to strive for. 

Vendor Performance Management: 

To accommodate the desire for Vendor Performance Management Reporting, IPC (USA) has the capability to provide 
detailed monthly/annual statements for our customers and will be able to accommodate with these. Our computer 
programs and systems have the capability to generate any requested information and a member of the project team can 
compile this information into a format desired. The project team assigned to manage the Contract account will include 
sales, dispatch, and customer service representatives that will be personally involved in managing the account and 
ensuring the Customer will receive the best possible service. Any specific information the Customer would require in 
order to fulfill these performance reports, IPC (USA) will be able to design a custom system of recording and reporting 
to meet this need. 


4 Hutton Centre Drive I Suite 7001 Santa Ana, CA 92707 
Toll Free: 800.936.3930 I Tel: 949.648.5600 I Fax: 949.648.5612 

www.usipc.com 
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FAIR EMPLOYMENT PRACTICES CERTIFICATE 


In connection with the performance of work under this Contract, the Contractor agrees as follows: 

1. The Contractor will not willfully discriminate against any employee or applicant for employment because of race, color, 
religious creed, ancestry, national origin, sex, marital status, physical handicap, or medical condition, as defined in Government 
Code Section 12926. The Contractor will take affirmative action to ensure that applicants are employed, and that employees are 
treated during employment, without regard to their race, color, religious creed, ancestry, national origin, sex. physical handicap, or 
medical condition as defined in Government Code Section 12926. Such action shall include but not be limited to the following: 
employment, upgrading, demotion or transl'cr: recruitment or recruitment adveiti.sing; layoff or termination; rates of pay or other 
forms of compensation; and selection for training including apprenticeship. I'he Contractor agrees to post in conspicuous places, 
available to employees and applicants for employment, notices .setting forth the provisions of this Fair Kmployment Practices 
section. 

2. The Contractor will send to each labor union or repre.sentative of worker with which he has a collective bargaining agreement 
or other contract or understanding, a notice, advising the said labor union or workers' representative of the Contractor’s 
commitments under this section, and shall post copies of the notice in conspicuous places available to employees and applicants for 
employment. 

3. The Contractor will permit acce.ss to his records of employment, employment advertisements, application forms, and other 
pertinent data records by the Fair Employment and 1 lousing Commission, the awarding authority or any other appropriate agency of 
the State of California designated by the awarding authority for the purposes of investigation to ascertain compliance with the Fair 
Employment Practices section of this Contract. 

4. A finding of willful violation of the Fair Employment Practices section of this Contract or of the Fair Employment and Housing 
Act. Government Code Sections 12900 el. seq., shall be regarded by the awarding authority as a basis for determining the Contractor 
to be not a “responsible Bidder" as to future contracts for which such Contractor may submit bids, for revoking the Contractor’s 
prequalification rating, if any, and for refusing to establish, re-establish or renew a prequalification rating for the Contractor. 

The awarding authority shall deem a finding of willful violation of the Fair Employment and Housing Act to have occurred 
upon receipt of written notice from the Fair Employment and Housing Commission that it has investigated and determined that the 
Contractor has violated the Fair Employment and Housing Act and has i.ssued an order under Government Code Section 12970 or 
obtained an injunction under Government Code Section 12973. 

Upon receipt of such written notice from the Department oflfoir Employment and Housing, the awarding authority shall notify 
the Contractor that unless he demonstrates to the .satisfaction of the awarding authority within a .stated period that the violation has 
been corrected, his prequalificatioii rating will be revoked at the expiration of such period. 

5. The Contractor agrees that, should the awarding authority determine that the Contractor has not complied with the Fair 
Employment Practices section of this Contract, then pursuant to l.abor Code Sections 1735 and 1775. the Contractor shall, as a 
penally to the awarding authority, forfeit for each calendar day, or portion thereof, for each person who was denied employment as a 
result of such non-compliance, the penalties provided in the Labor Code for violation of prevailing wage rates. Such monies may be 
recovered from the Contractor. The awarding authority may deduct any such damages from any monies due the Contractor. 

6. Nothing contained in the Fair Employment Practices section shall be construed in any manner or fashion so as to prevent the 
awarding authority from pursuing any other remedies that may be available at law. 

7. Fhc Contractor will include the provisions of the foregoing Paragraphs I through 6 in every first-tier subcontract, if any. so that 
such provisions will be binding upon each such subcontractor. 

8. Statements and Payrolls. The Contractor shall maintain his records in conformance with the requirements in the Specification 
and the following provisions: 

a. The submission by the Contractor of payroll, or copies thereof, is required. Each Contractor and subcontractor shall preserve 
his weekly payroll records for a period of three years from the dale ofcompletion of this Contract. 

b. The payroll records shall contain the name, address, and social .security number of each employee, his correct classification, 
rale of pay, daily and weekly number of hours worked, itemized deductions made and actual wages paid. 

c. The Contractor shall make his payroll records available at the project site for inspection by City and shall permit City to 
interv iew employees during working hours on the Job. 

The following certification is to be executed by every Bidder and enclosed and forwarded in a sealed envelope containing the 
bid. The person signing the certification shall state his address and olficial capacity. 

FAIR EMPLOYMENT PRAC I ICES CERTIFICATION TO THE CITY OF FAIRFIELD: 

The undersigned, in submitting a bid for performing the following work by contract, hereby certifies that the Bidder will meet 
the above .standards of affirmative compliance with the Fair Employment and Housing Act. Government Code Section 12900, el. 
.leq. 



FAIR EMPLOYMENT PRACTICES CERTIFICATE (CONTINUED) 


04/25/2017 

DATE 

4 Hutton Centre Drive, Suite 700 
ADDRESS NUMBER AND STREET 

Santa Ana, CA 92707 

CITY STATE ZIP CODE 

949-648-5620 


CARD Red Dyed Renewable Diesel Fuel and 87 Octane Unleaded 
Gasoline, Furnishing and Delivering 

PRODUCT AND SERVICES 

IPC (USA), Inc. 


(Type) BIDpTN<ji COMPANY 


BY ^_j 



1 -^ItrGNATURE 1 

Hiroki Okinaaa 

i 

(Type) 

NAME. OF SIGNER 


Chief Executive Officer 


TELEPHONE 


(Type) 


TITLE 



APPROVED EQUAL FORM 


Furnishing and Delivering Red-Dyed Renewabie Diesel Fuel and 87 Octane Unleaded Gasoline 

17-VM-04 

IMPORTANT: USE A SEPARATE FORM FOR EACH SEPARATE SOLICITATION. PROVISION._OR 
SPECIFICATION ITEM REQUEST. COPY THIS FORM AS NEEDED. 

Submitted hv: \90 (Company Name) 

City requires that all prospective Bidders completely fill out and attach this form with every separate 
specification item request for an Approved Equal pertaining to this Contract. Failure to completely fill out 
this form and submit with the request may result in denial of the request. Any further information that may be 
useful in reviewing such a request should also be attached to this form. 

1. A. Approved equal is being requested for ( ---, 

to be used in place of___—--:-^-- 

(list technical specification or other reference number, [e g. page TS-1, title, subsection, item]). 

B. Page Number_ 

C. Section Number and Heading .. . ..— 

2. Description of approved equal request/substitution _ \ - 


3. Product purpose; 1 ,' \ __—--—- - 

4. Does this proposed approved equal request/substitution meet all applicable federal, state and local laws 

and regulations? (If NO, please explain) ____ 


5. List three commercial firms within the United States, which have used the proposed approved equal 
request/substitution (list California properties first). 


A. 


Company Name_ 

Street Address_ 

City/State/Zip Code_ 

Telephone No. {_)_ 

Name of Contact Person 


.--N 



B. 


Company Name_ 

Street Address_ 

City/State/Zip Code_ 

Telephone No. (_)_ 

Name of Contact Person 



C. Company Name_ 

Street Address_ 

City/State/Zip Code_ 

Telephone No. (_)_ 

Name of Contact Person 

6. List the benefits and any other reasons why City should approve this request for approved 
equal/substitution: yj vCV' ___—- 



7. Attach pertinent test data, technical data, and background information on the approved equal request. 
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INSURANCE REQUIREMENT CERTIFICATE 


The Bidder agrees by submitting this Bid that the Bidder understands and meets the minimum 
insurance requirement outiined in Special Provisions 14 and 15. 

The Bidder or offer hereby certifies that it will meet the Insurance Requirements outlined in Special 
Provisions 14 and 15. 
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ACKNOWLEDGEMENT OF ADDENDA 


The undersigned hereby acknowledges receipt of the following noted addenda from City of Fairfield 
for Proposal 17-VM-04. 

Addendum # Dated Received By 

__zzzizi_ _ _ 


NOTE; Failure to acknowledge receipt of all addenda may cause the Bid to be considered non-responsive 
to the solicitation. Acknowledgement of receipt of each addendum must be clearly established and included 
with the Bid. 




lYl 



VjC_ 

Name of Bidder 




jrj. 




JJL 






Address 
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TECHNICAL SPECIFICATIONS 
FOR 

FURNISHING AND DELIVERING RED-DYED RENEWABLE DIESEL FUEL 
AND 87 OCTANE UNLEADED GASOLINE 
FOR 

THE CITY OF FAIRFIELD 
17-VM-04 


1. GENERAL 

It is the intent of these specifications to describe the requirements for the supply of Red-dyed 
renewable diesel fuel and 87 octane unleaded gasoline to the City of Fairfield. The red-dyed 
renewable diesel supplied under this contract shall conform to ASTI\/I-D975 and having the minimum 
and/or maximum characteristics as more particularly defined in Technical Specification 4 below. 

The 87 octane unleaded gasoline supplied under this contract shall meet the minimum and/or 
maximum characteristics as more particularly defined in Technical Specification 5 below. 

These minimum and/or maximum characteristics have been established by City, in concert with the 
minimum requirements of the engine manufacturers who have provided engines for the buses 
currently operated by City. These specifications shall take precedence over ASTM-D975 where 
deviations are noted. 

The successful Bidder shall supply the red-dyed renewable diesel fuel and 87 octane unleaded 
gasoline in accordance with these specifications and within the schedule of services described in 
the Special Provisions during the term of the Contract. 

2. CONFORMITY 

All Bidders must conform to these specifications and the products they furnish shall be of first class 
quality and the equipment used to provide said products shall be the best obtainable in the various 
trades. 

No advantage shall be taken by the manufacturer in the addition and/or omission of any ingredient 
or detail, which makes the red-dyed renewable diesel non-compliant with any of the specifications, 
even though such details are not mentioned in these specifications. 

In all cases, products must be furnished as specified, but if the term "approved equal" is used, the 
Fleet Manager must approve any product substituted for a specified product. All material not 
specified shall be the manufacturer's standard products. 

3. RESPONSIBILITY 

The Contractor shall assume responsibility for all products and services associated with this Contract, 
whether they be provided by the Contractor or purchased ready-made from an outside source. 

4. SPECIFICATION FOR RD-99 RED-DYED RENEWABLE DIESEL 

4.1 “Red-Dyed Renewable Diesel," means a diesel fuel that is produced from non-petroleum 
renewable sources but is not a mono-alkyl ester and which is registered as a motor vehicle fuel 
or fuel additive under 40 CFR Part 79. 

4.2 The red-dyed renewable diesel fuel shall conform to California Code of Regulations (CCR) 

Title 4, Division 9, Chapter 6 Article 5, Section 4149. 



The red-dyed renewable diesel fuel shall also meet the requirements of the California Code of 
Regulation, Title 13, Division 3, Chapter 5, Article 2, Section 2281 (sulfur content) and section 
2282 (aromatic hydrocarbon). Alternative diesel formulations must be certified by CARS. The 
carbon intensity of the fuel shall be no more than 50 gC02e/MJ as determined by the Low 
Carbon Fuel Standard (LCFS), Title 17, Division 3, Chapter 1, Subchapter 10, Article 4, 

Subarticle 7, of California Code of Regulations (CCR), Section 95486. 

4.3 City may, at any time, take a sample of the delivered product to be inspected and tested 
according to the methods specified in active standards, ASTM D5453 for sulfur, D5186 for 
aromatics and other test methods specified in ASTM D975. 

4.4 The finished fuel shall be visually free of un-dissolved water, sediment, and suspended matter. 

4.5 STORAGE LIFE; The fuel shall not deteriorate in ordinary storage and shall not form excessive 
gum, resign, or deposits. 

5. SPECIFICATION FOR 87 OCTANE UNLEADED GASOLINE 

5.1 Unleaded regular gasoline fuel must be a volatile mixture of liquid hydrocarbons containing 
small amounts of additives, suitable for use as fuel with spark-ignition, internal combustion 
engines. The fuel shall conform to California Code of Regulations (CCR) Title 4, Division 9, 
Chapters, Article 5, Section 4140. 

5.2 Unleaded regular gasoline fuel shall also meet the requirements of CCR, Title 13, Division 3, 
Chapter 5, Article 1. Evidence of such facts shall be available to City in the form of a letter 
certifying such compliance and signed by a responsible official of the proposer's company to 
supply this fuel to City, 

5.3 Unieaded reguiar gasoline shall have a minimum Anti-Knock Index of 87 unless otherwise 
specified herein. 

5.4 The finished fuel shall be visually free of un-dissolved water, sediment, suspended matter, and it 
shall be clear and bright at the ambient temperature or 21 °C (70°F), whichever is higher. 

5.5 STORAGE LIFE: The fuel shall not deteriorate in ordinary storage and shall not form excessive 
gum, resin, or deposits. 


All 87 octane unleaded gasoline shall have been refined in the United State of America. 

6. FUTURE FUEL SPECIFICATION CHANGES 

During the term of this Contract, City may require a change in the specification of the red-dyed 
renewable diesel fuel and/or 87 octane unleaded gasoline supplied to comply with any change in 
federal, state, or local laws governing fuel properties. In the event that such changes are necessary, 
City shall notify their respective Contractor in writing of the requested change. The Contractor shall 
provide City with the change in the cost per gallon of fuel to the price bid for the original Contract. If 
City and Contractor cannot reach an agreement on the added cost for the requested change, the 
Contract may be terminated by either party within (30) day’s written notice to the other party. Until 
termination, the reasonable determination of City's Fleet Manager as to the cost of the new fuel shall 
prevail. 



7. RED-DYED RENEWABLE DIESEL FUEL AND 87 OCTANE UNLEADED GASOLINE STORAGE 
TANK CAPACITIES, AND ESTIMATED ANNUAL USAGE 

Capacities: 

DIESEL FUEL: 

2 each, 10,000 gallon tanks for red-dyed renewable diesel fuel per underground tank at the 
Fairfield Facility 

UNLEADED GASOLINE: 

1 each, 10,000 gallon per underground tank at the Fairfield Facility 
Estimated Annual Usage: 

DIESEL FUEL: 

420,000 gallons of red-dyed renewable diesel fuel at the Fairfield Facility 

UNLEADED GASOLINE: 

110,000 gallons at the Fairfield Facility 



Furnishing and Delivering Red-Dyed Renewable Diesel Fuel and 87 Octane Unleaded Gasoline 





























Air Resources Board 

Mary D, Nichols 
Chairman 


State of California 


Edmund G. Brown Jr. 

state Water Resources Control Board 

Felicia Marcus 
Chair 



Water Boards 


July 31, 2013 


Certified Unified Program Agencies (CUPAs) 

Underground Storage Tank (UST) Operators 
Petroleum Fuel Marketers, Refiners, and Blenders 
Renewable Diesel Producers/Importers 
Other Interested Stakeholders 

Renewable Diesel Should Be Treated the Same as Conventional Diesel 


This is a joint statement by the Air Resources Board (CARB) and the State Water 
Resources Control Board intended to clarify questions that have been raised regarding 
the status of renewable diesel. As discussed below, renewable diesel should be treated 
the same as conventional CARB diesel for all purposes, including storage in 
underground storage tanks (USTs). 

For purposes of this statement, conventional CARB diesel is petroleum-based diesel 
that meets specified aromatics, sulfur content, and lubricity standards, as well as ASTM 
International standard specification. ASTM D975-12a. Similarly, renewable diesel also 
meets ASTM D975-12a, but it is made from non-petroleum sources. Specifically, 
renewable diesel meets the definition of “hydrocarbon oil" and the physical and 
chemical properties specified in ASTM D975-12a. For comparison. Attachment 1 
shows the ASTM D975-12a specifications and typical properties for conventional CARB 
diesel and samples of renewable diesels recently tested by various researchers. As 
shown, both the tested conventional CARB diesel and renewable diesel samples fall 
well within the ASTM D975-12a specifications. 

Despite renewable diesel being comparable to conventional CARB diesel, there have 
been questions regarding the ability of marketers and others to store renewable diesel 
in USTs. Further, questions have been raised about the compatibility of renewable 
diesel with leak detection systems used in USTs currently storing conventional CARB 
diesel. We consider renewable diesel to be a “drop in" fuel that can be blended with 
conventional CARB diesel in any amount and used with existing infrastructure and 
diesel engines. Accordingly, renewable diesel that meets the requirements for 
conventional CARB diesel and ASTM D975-12a should be treated no differently than 
conventional CARB diesel that is legal for sale in California. 


The energy challenge facing California is real Every Californian needs to take immediate action to reduce energy consumption. 
For a list of simple ways you can reduce demand and cut your energy costs, see our website: http,//www.art? ca goy . 

California Environmental Protection Agency 


Printed on Recycled Paper 




Various Stakeholders 


Page 2 

Our staffs would be happy to discuss any questions you may have with regard to 
renewable diesel or this letter. Please contact Mr. Floyd Vergara, Chief, Alternative 
Fuels Branch, at (916) 327-5986 or fveraara@arb.ca.QOv for air-related questions, and 
Ms. Shahia Farahnak, Assistant Deputy Director, Groundwater Quality Branch, at 
(916) 341-5737 or sfarahnakfSlwaterboards.ca.aov for water-related questions. 

Sincerely. Sincerely, 




^hard V^rrtTore^ 

Executive Officer 
California Air Resources Board 




Tom Howard * 

Executive Director 

State Water Resources Control Board 


Attachment 

cc: Ms. Shahia Farahnak, 

Assistant Deputy Director, 

Groundwater Branch, State Water Resources Control Board 


Mr. Floyd Vergara, Chief 

Alternative Fuels Branch, Air Resources Board 
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Table of Sample Renewable Diesel Properties 


I_____ 

Sample Fuel Properties 
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DISPLAY CONSPICUOUSLY AT PLACE OF BUSINESS FOR WHICH ISSUED 


CALIFORNIA STA^E BOARD OF EQUALiZATsON 

SELLER’S PERMIT 


1/8/2016 SR Y EA 100-075811 00005 EA 


IPC (USA) INC. 
k HUTTON CENTRE DR STE 7 OO 
SANTA ANA. CA 92707-8712 



' o . SALES AND U8£ TAX LAW I-'■ m ifun tt-ttiU 

I fU;SlM(SSO'! S{ i hRO, TyW.WRi j' ‘*‘'RS'<)NAi PM-.PH-RVaT ?Hf aRT)VI I 
iSvAi.:[,)«<NlY A1 Dlf “riOv'T -i)fU hS 

I ;niS(-'H-fMn isvAiirmNiu Rf vokcC'I.hi H> i-.if V'*iisn( Y''unii(i.S;Ni sy 

I ' ' >hi • i| f/MiiP Nf TII'Y I 'S • vi ii MA.lUi Hf R«..SP<;NS»"i!.F >H SAi i S ^741 MO'S] -a/M* ,i' .ir 

j * A'vf.iO BY Thf- Nf Yy ' JfYIWU Ul IMf Ht'SiMJ sS. 


; For general tax questions, please call our Customer Servtce Canter at 1-800-400-7115 {TTY:711). 

I For information on your rights, contact the Taxpayers’ Rights Advocate offica at 1-388-324-2798 or 1-916-324-2798. 

I fl( JL - ftt V K-.lU-M! 


A MESSAGE TO OUR NEW PERMIT HOLDER 


As a seller, you have rights and responsibilities under the Sales and Use Tax Law. In order to assist you in your 
endeavor and to better understand the law, we offer the following sources of help: 

• Visiting our website at wvw.'ooe.ca.goi/ 

• Visiting a field office 

• Attending a Basic Sales and Use Tax Law class offered at one cf our field offices 

• Sending your ctuestions in writing to any one of our offices 

• Calling our toll-free Customer Sen/ice Center at 1-8CO-4GO-7t15fTTY:711) 

As a seller, you have the right to issue resale certificates for merchandise that you intend to resell. You also have the 
responsibility of not misusing resale certificates. While the sales tax is imposed upon the retailer, 

• You have the nght to seek reiinbursement of the fax from your customer 

• You are responsible for tiling and paymg your sales and use tax returns timely 

• You have the right to be treated in a fair and equitable manner by the employees of the Caihoinia State 
Board Of Equalization (BOEs 

• You are responsible for following tire regulations set forth by the BOE 


AS a se’er. /cu are axoectec to maintain *iie normal books and records of a prudent businesspefson, Yod are recuired to 
mtiintam tiiese bcoKs asa records for no less than four years, and make them available for inspeciiOi': r;y a BOE lepresentative 
when requested. You are also expecreo to notify us if you are buying, selling, adding a location, ot diacontinuinq yruif business. 


aadiiiG 


cropping a partner, onicer 


tember, oi wtien you are moving any or all of your business locations if it becomes 


tessarv ' 


■der this permit, you should only do so by mailing it to a BOB offics. or giving 1 to a BOE fecresertntive. 


f you would ilka to Know mere about your rights as n taxpayer, or f you are unable to resolve an issue with tlie BOE, olea; 
tontact tim Taxpaye's’ Rmrts Advocu'e office for help by calling soli-free. 1-888-324-2798 or 1-916-324-2798. Tiieif •; 

ui'’'be!'.s 1-910-322-3319. 


Ptease post this permit at the address for which it was issued and at a location visible to your customers. 


CALIFORNIA state BOARD OF EOUALiZATiON 
Sales and Use Tax DepartiTient 










CALIFORNIA STATE BOARD OF EQUALIZATION 

MOTOR VEHICLE FUEL SUPPLIER LICENSE 


LICENSE NUMBER 


PS ST F 004-060132 
IPC (USA) INC, 

4 HUTTON CENTRE DR STE 700 
SANTA AN A,CA 92707-8712 


1 



L 


THIS LICENSE HAS BEEN ISSUED TO YOU 
UNDER SECTION 7451 OF THE MOTOR 
VEHICLE FUEL TAX LAW TO CONDUCT 
BUSINESS AS A SUPPLIER OF MOTOR 
VEHICLE FUEL PLEASE RETAIN FOR YOUR 
RECORDS 


THIS LICENSE 13 VALID UNTIL REVOKED OR CANCELED BUT IS NOT TRANSFERABLE. 

FOR GENERAL TAX QUESTIONS PLEASE TELEPHONE OURINFORMATION CENTER AT 800-400.7115. 

FOR INFORMATION ON YOUR RIGHTS, CONTACT THE TAXPAYERS’ RIGHTS ADVOCATE OFFICE AT 888-324-2798 OR 91S-324-2798. 


BOE-442-MV REV. 1 (11-04) 


A MESSAGE TO OUR LICENSE HOLDER 


As a licensee, you have certain rights and responsibilities under the Motor Vehicle Fuel Tax Law. In order to 
assist you in your endeavor and to better understand the law, we offer the following informational sources: 

• Our website at www.fjoe.ca.gov 

• Our toll-free Information Center at 1-800-400-7115 

As a licensee, you are expected to maintain the normal books and records of a prudent businessperson. You are 
required to maintain these books and records for no less than four years, and make them available for inspection by a 
Board of Equalization (BOE) representative when requested. 

You must notify us if you are buying, selling or discontinuing your business, adding or dropping a partner, officer, or 
member, or when you are moving. This license is valid only for the owner specified on the license. A person who 
obtains a license who ceases to do business, or who never commenced business, shall also notify the BOE 
immediately by writing to the State Board of Equalization, Special Taxes and Fees, P.O. Box 942879,Sacramento, CA 
94279-0088, 

If you would tike to know more about your rights as a taxpayer, or if you are unable to resolve an issue with the BOE, 
please contact the Taxpayers' Rights Advocate office for help by calling 1-888-324-2798 or 1-916-324-2798. Their fax 
number is 1-916-323-3319. 

As authorized by law, information provided by an applicant for a license may be disclosed to other government 
agencies. 


STATE BOARD OF EQUALIZATION 


Audit and Carrier Division 




CALIFORNIA STATE BOARD OF EQUALIZATION 

SUPPLIER DIESEL FUEL TAX LICENSE 


LICENSE NUMBER 

I DD STF 057-250302 ~] 

IPC(USA) INC. 

4 HUTTON CENTRE DR STE 700 
SANTA AN A,CA 92707-8712 ^ 

THIS LICENSE HAS BEEN ISSUED TO YOU UNDER 
SECTION 60131 OF THE CALIFORNIA REVENUE 
AND TAXATION CODE PLEASE RETAIN FOR 
YOUR RECORDS. 


THIS LICENSE IS VALID UNTIL REVOKED OR CANCELED BUT IS NOT TRANSFERABLE. 

FOR GENERAL TAX QUESTIONS PLEASE TELEPHONE OURINFORMATION CENTER AT 800-400-7115. 

FOR INFORMATION ON YOUR RIGHTS, CONTACT THE TAXPAYERS’ RIGHTS ADVOCATE OFFICE AT 888-324-2798 OR 916-324-2798. 

BOE-442-DD REV. 1 (11-04) 



A MESSAGE TO OUR LICENSE HOLDER 

As a licensee, you have certain rights and responsibilities under the Diesel Fuel Tax Law. In order to assist 
you In your endeavor and to better understand the law, we offer the following informational sources: 

• Ourwebsiteatwww.JlJoe.ca.gov 

• Our toll-free Information Center at 1-800-400-7115 

As a licensee, you are expected to maintain the normal books and records of a prudent businessperson. You are 
required to maintain these books and records for no less than four years, and make them available for inspection by a 
BOE (Board of Equalization) representative when requested. 

You must notify us if you are buying, selling or discontinuing your business, adding or dropping a partner, officer, or 
member, or when you are moving. This license is valid only for the owner specified on the license. A person who 
obtains a license who ceases to do business, or who never commenced business, shall also notify the BOE 
immediately by writing to the State Board of Equalization, Special Taxes and Fees, P.O. Box 942879, Sacramento, 
CA 94279-0088. 

If you would like to know more about your rights as a taxpayer, or if you are unable to resolve an issue with the BOE, 
please contact the Taxpayers’ Rights Advocate office for help by calling, 1-888-324-2798 or 1-916-324-2798. Their fax 
number is 1-916-323-3319. 

As authorized by law, information provided by an applicant for a license may be disclosed to other government 
agencies. 


STATE BOARD OF EQUALIZATION 


Audit and Carrier Division 







California Environmental Protection Agency 

AIR RESOURCES BOARD 

Motor Vehicle Fuel Distributor Certificate of Compliance 

The company or individual named below has complied with Health and Safety Code Section 
43026 and is registered with the Air Resources Board as a motor vehicle fuel distributor in 

California. 


Issued to: IPC (USA), Inc. 

4 Hutton Centre Dr. Santa Ana, CA 92707 
Santa Ana, CA 92707 


For inquiries: P. O. Box 2815, Sacramento, CA 95812 


Certificate #: 25630 


Expires: June 30, 2017 


Long Liu (916) 229-0398 











California Environmentai Protection Agency 
AIR RESOURCES BOARD 


5 



Oxygenate Blender Certificate of Compliance 

The company or individual named below has complied with Tittle 13, Section 2265.5 (g)(1)(a) of 
the California Code of Regulations and is registered with the Air Resources Board as an 

Oxygenate Blender in California. 


Issued to: IPC (USA) Inc. 

20 Pacifica, Suite 650 
Irvine. CA 92618-3391 


r 

it For inquiries: P. O. Box 2815. Sacramento. CA 95812 


Certificate #; 15055 


Expires: June 30,2017 


___ Long Uu (916) 229-0398 


The renewal application for year 2017-2018 is 

inclucjed. 


It has printed the information we have on file. 
Please review it and update it if necessary. 

Highlight the updated information. 

Mail the form back to CARS before 
JANUARY 1,2017. 


Certificates for year 2017- 2018 WILL NOT BE 

ISSUED if the application is NOT received before 


JANUARY 


2017 

























OPIS Rack Price with CAR 


SAN FRANCISCO, CA 
EOT 

**OPIS CONTEy^CT BENCHMARK FILE** 


2017-03-28 10:00:06 


**OPIS GROSS CARFG ETHANOL (10%) PRICES WITH CAR COST ** 

Move 


Valero 

u 

Terms 

N-10 

PSX 

u 

N-10 

Tesoro 

u 

N-10 

Valero 

b 

N-10 

XOM-TSO 

b 

1-10 

PSX 

b 

1-10 

Shell 

b 

125-3 

Chevron 

b 

lt45c 

Texaco 

b 

lt45c 


LOW RACK 
HIGH RACK 
RACK AVG 
CAP-AT-THE-RACK 
LCFS COST 

OPIS SAN FRANCISCO 
FOB SAN FRANCISCO 
BRD LOW RACK 
BRD HIGH RACK 
BRD RACK AVG 
UBD LOW RACK 
UBD HIGH RACK 
UBD RACK AVG 
CONT AVG-03/28 
CONT LOW-03/28 
CONT HIGH-03/28 


Uni 

Move 

Mid 

Move 

Pre 

Move 

Date 

Time 

184.17 

+ 

.49 

195.39 

+ 

.49 

206.63 

+ 

.49 

03/27 

18:00 

185.25 

+ 

2.75 

207.25 

+ 

2.75 

217.25 

+ 

2.75 

03/24 

18:00 

186.00 

+ 

3.00 

203.00 

+ 

3.00 

220.00 

+ 

3.00 

03/24 

18:00 

187.97 

+ 

1.29 

195.94 

+ 

1.29 

203.93 

+ 

1.29 

03/27 

18:00 

192.00 

+ 

3.00 

201.00 

+ 

3.00 

211.00 


3.00 

03/24 

18:00 

201.77 

+ 

2.02 

211.37 

+ 

2.02 

220.96 

+ 

2.02 

03/24 

18:00 

202.05 

+ 

2.03 

215.68 

+ 

2.03 

229.32 

+ 

2.03 

03/24 

18:00 

203.90 

+ 

2.00 

212.90 

+ 

2.00 

222.90 


2.00 

03/24 

18:00 

203.90 

+ 

2.00 

212.90 

+ 

2.00 

222.90 

+ 

2.00 

03/24 

18:00 

184.17 



195.39 



203.93 





203.90 



215.68 



229.32 





194.11 



206.16 



217.21 





10.90 



10.90 



10.92 





3.940 



3.940 



3.940 





DELIVERED 

SPOT 

(SRI) 








170.06 



179.06 



192.56 





187.97 



195.94 



203.93 





203.90 



215.68 



229.32 





198.60 



208.30 



218.50 





184.17 



195.39 



206.63 





186.00 



207.25 



220.00 





185.14 



201.88 



214.63 





194.11 



206.16 



217.21 





184.17 



195.39 



203.93 





203.90 



215.68 



229.32 






SAN FRANCISCO, CA 
LOW RETAIL 275.57 

AVG RETAIL 311.62 

LOW RETAIL EX-TAX 218.27 

AVG RETAIL EX-TAX 253.12 


SAN FRANCISCO, CA 2017-03-28 10:00:06 

EDT 


**OPrS CONTRACT BENCHMARK FILE** 

**OPIS GROSS CARB ULTRA LOW SULFUR DISTILLATE PRICES WITH CAR COST ** 


No.2 No.2 Move 

Terms No2 Move RD Move NRLM Move Date Time 

Tesoro u N-10 171.00 + 1.00 172.00 + 1.00 -- -- -- -- 03/28 00:03 

PSX u N-10 171.50 - 2.00 172.00 - 2,00 -- -- -- -- 03/27 18:00 

Valero u N-10 172.09 + .25 173.39 + .25 -- -- -- -- 03/27 18:00 

Chevron b lt45c 172.90 - 1.50 — — — — -- — 03/27 18:00 

Texaco b lt45c 172.90 - 1.50 — — — -- 03/27 18:00 

Shell u N-10 174.88 - 3.79 175.38 - 3.79 — — 03/27 18:00 

XOM-TSO b 1-10 175.00 + 3.00 -- -- - -- -- -- — 03/24 18:00 

Valero b N-10 175.34 + .45 — -- — -- — — — — 03/27 18:00 

Shell b 1-10 176.65 - 3.82 — — — -- -- -- -- -- 03/27 18:00 


OP-1 









03/27 18:00 


PSX b N-10 

176.75 

+ 1.50 177.25 + 1.50 -- -- -- -- 03/27 18:00 

LOW RACK 

171.00 

172.00 -- -- 

HIGH RACK 

176.75 

177.25 -- -- 

PACK AVC 

1 ' 

174.00 -- -- 

CAP-AT-THE-RACK 

13.89 

13.89 -- -- 

LCFS COST 

3.695 

3.695 -- -- 

OPIS SAN FRANCISCO 

DELIVERED SPOT (SRI) 

FOB SAN FRANCISCO 

155.24 

155.59 -- -- 

BRD LOW RACK 

172.90 

177.25 -- -- 

BRD HIGH RACK 

176.75 

177.25 -- - 

BRD RACK AVG 

174.92 

177.25 -- -- 

UBD LOW RACK 

171.00 

172.00 -- -- 

UBD HIGH RACK 

174.38 

175.38 -- -- 

UBD RACK AVG 

172.37 

173.19 -- — 

CONT AVG-03/28 

173.90 

174.00 -- -- 

CONT LOW-03/28 

171.00 

172.00 -- -- 

CONT HIGH-03/28 

176.75 

177.25 -- -- 

SAN FRANCISCO, CA 


2017-03-28 10:00:06 

EDT 




**OPIS 

CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE 

B1 SME BIODIESEL PRICES WITH CAR COST** 


CULS 

Move 

Terms 


Date Time 

Suraa u N-15 

206.53 

03/25 09:30 

LOW RACK 

206.53 


HIGH RACK 

206.53 


RACK AVG 

206.53 


CAP-AT-THE-RACK 

13.75 


UBD LOW RACK 

206.53 


UBD HIGH RACK 

206.53 


UBD RACK AVG 

206.53 


CONT AVG-03/28 

206.53 


CONT LOW-03/28 

206.53 


CONT HIGH-03/28 

206.53 


SAN FRANCISCO, CA 


2017-03-28 10:00:06 

EDT 




**OPIS 

CONTRACT BENCHMARK FILE** 

**OPIS GROSS WHOLESALE 

B5 SME BIODIESEL PRICES WITH CAR COST** 


CULS 

Move 

Terms 


Date Time 

Suma u N-15 

214.63 

03/25 09:30 

BayBio u N-10 

246.00 

11/21 00:01 

Goldngate u N-15 

248.00 

11/21 00:01 

LOW RACK 

214.63 


HIGH RACK 

248.00 


RACK AVG 

236.21 


CAP-AT-THE-RACK 

13.19 


UBD LOW RACK 

214.63 


UBD HIGH RACK 

248.00 


UBD RACK AVG 

236.21 


CONT AVG-03/28 

236.21 


CONT LOW-03/28 

214.63 


CONT HIGH-03/28 

248.00 



OP-2 




SAN FBANCISCO, CA 


EOT 

**OPIS 

CONTRACT BENCHMARK 

**0?IS GROSS 

WHOLESALE 

B5 MULT BIODIESEL 


CUL3 

Move 



Dace Time 

Goldngate u N-15 

238.00 

11/21 00:01 

LOW RACK 

233.00 


HIGH BACK 

233.00 


RACK AVG 

233.00 


CAP-AT-THE-RACK 

13.19 


UBD LOW BACK 

233.00 


UBD HIGH RACK 

233.00 


UBD PACK AVG 

238.00 


CONT AVG-C3/28 

238.00 


CONT LCW-03/28 

238.00 


CONT HIGH-03/28 

233.00 


SAN FRANCISCO, CA 
EDT 

**OPIS 

CONTRACT BENCHMARK 

**OPIS GROSS 

WHOLESALE 

B5 YGME BIODIESEL 


CULS 

Move 

TeriTiS 


Date Time 

Suma u N-15 

211.98 

03/25 09:30 

BayBio u M-IQ 

235.00 

11/21 C0:01 

LOW RACK 

211.98 


HIGH RACK 

235.00 


RACK AVG 

223.49 


CAP-AT-THE-RACK 

13.19 


UBD LOW PACK 

211.98 


UBD HIGH RACK 

235.00 


UBD RACK AVG 

223.49 


CONT AyG-03/28 

223.49 


CONT LOW-03/28 

211.98 


CONT HIGH-03/28 

235.00 


SAN FRANCISCO, CA 
EDT 

**oprs 

CONTRACT BENCHMARK 

**0?IS GROSS 

WHOLESALE 

B20 SME BIODIESEL 


CULS 

Move 

Terms 


Date Ti.me 

Suma u N-15 

243.88 

03/25 09:30 

BayBio u N-10 

260.00 

11/21 00:01 

Goldngate u N-15 

260.00 

11/21 00:01 

LOW RACK 

243.88 


HIGH PJ^.CK 

260.00 


RACK AVG 

254.63 


CAF-AT-TKE-RACK 

11.11 


UBD LOW RACK 

243.38 


UBD HIGH RACK 

2 60.00 


UBD BACK AVG 

254.63 


CONT AVG-03/2S 

254.63 


CONT I.OW-C3/2 8 

243.88 


CONT KIGH-03/28 

260.00 



FILE** 

PRICES 


IT lAv 


FILE 

RTCi 


WI 


2017-03-28 10 : 00:06 

H CAR COST** 


2017-03-28 10:00:06 

WITH CAR COST** 


20 

WITH 


17-G3-28 10:00:06 

CAR COST** 


OP-3 








SAM FRAiNCISCO, 
EOT 


2on-o: 



**0?IS 

CONTRACT BENCHMARK 

**OPIS GROSS WF 

OLESALE 

B20 MULT BIODIESEL 


COLS 

[ylo 

Terms 


Date Time 

Goldngate u N-15 

250,00 

11/21 00:01 

LOW RACK 

250.00 


HIGH RACK 

250.00 


RA.CK AVG 

250.00 


CAP—A.T —'THE —.RACK 

11.11 


UBD LOW RACK 

250.00 


UBD HIGH RACK 

250.00 


UBD RACK AVG 

250.00 


CONT AVG-03/28 

250.00 


CONT LOW-03/28 

L 0 0.00 


CONT H;GH-03/23 

250.00 


SAN FRANCISCO, CA 



EDT 




'*OPIS 

CONTRACT BENCHMARK 

*'*OPIS GROSS WHOLESALE 

B2C YGME BIODIESEL 


CULS 

Move 

Terms 


Date Time 

Suita u N-15 

230.28 

03/25 09:30 

BayBio u N-IC 

249.00 

11/21 00:01 

LOW RACK 

230.28 


HIGH RACK 

249.00 


RACK AVG 

239.64 


CAP-AT-THE-RA,CK 

11.11 


UBD LOW BACK 

230.28 


UBD HIGH RACK 

249.00 


UBD BACK AVG 

239.64 


CONT AVG-03/28 

239.64 


CONT LOW-03/28 

230.28 



PRICES WTTri CAR 


201'^-03-28 10:00:06 


CONT HIGH-03/28 249.00 

Copyright, Oil Price Information Service 

Rack orices are adjusced in this report to reflect the whoiesaie rack prices 
modified to inciude/exclude the CAR values for California locations. 
Subscriber fully understands that the CAR Adjusted Rack Price files MAY NOT 
match the official standard/terminal OPIS Rack Displays ana agrees to 
inform those whom the subscriber does business with of the nature ot the 
prices and how they may be different from standard/terminal OPIS rack prices 
Subscriber acceots the risks inherent with using OPIS CAR Adjustea RacK Pric 
files, h11c: //vjww.oisnet. com/resou raes/cao and trade supp iter li3,t..^ppf. 


OP-4 







Revision date: 3/2/2016 


Revision: 3.0 


SAFETY DATA SHEET 

NEXBTL Renewable Diesel; Neste 100 % NEXBTL -diesel; Neste Green 100 -diesel 


1. IdentHIcstlon 

Product Identifier 


Product name 

NEXBTL Renewable Diesel; Neste 100 % NEXBTL -diesel; Neste Green 100 -diesel 

Product number 

ID 15783. 

Recommended use of the chemical and restrictions on use 

Application 

Use as a fuel 

Detaite of the supplier of the safety data shert 

Supplo- 

Neste Singapore Pte Ltd 

1 Tuas Soth Lane, Singapore 637301, SINGAPORE 
+65 6223 1222 

SDS@neste.com (chemical safety) 

Emergency telephone number 


National emergency telephone 
number 

+358-9-471 977, +358-9-4711, Poison Information Centre/HUS, P.O.B 340 (Tukholmankatu 

17) 00029 HUS (Helsinki, Finland) 

2 . Hazaid(s) Menlillcation 

Classification of the substance or mixture 

Physical hazards 

Flam. Liq. 4 - H227 

Health hazards 

Asp. Tox. 1 - H304 

Environmental hazards 

Not Classified 

Label elements 



PIctogram 



Signal word 

Danger 

Hazard statements 

H227 Combustible liquid. 

H304 May be fatal if swallowed and enters airways. 

Precautlonaiy statements 

P210 Keep away from heat, sparks, open flames and hot surfaces. No smoking. 
P301+P310 If swallowed: Immediately call a poison center/doctor. 

P331 Do NOT induce vomiting. 

P501 Dispose of contents/container in accordance with national regulations. 

Contains 

Alkanes, Cl0-20 -branched and linear 


Other hazards 

Other hazards Risk of soil and ground water contamination..Repeated exposure may cause skin dryness or 

cracking. 
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Revision date: 3/2/2016 


Revision; 3.0 


NEXBTL Renewable Diesel; Neste 100 % NEXBTL -diesel; Neste Green 100 -diesel 


|3. ComposItlon/InforTnatlon on Ingredients 

Mbrtures 

Alkanes, C10-20 -branched and linear 

ca. 100% 

CAS number: 928771-01-1 


Classification 


Flam. Liq. 4 - H227 


Asp. Tox. 1 - H304 



The Full Text for all Hazard Statements are Displayed in Section 16. 

Other Information Mixture of renewable raw material fuel and additives.,Contains middle distillate-range iso- and 

n-paraffinic hydrocarbons..Total aromatics at maximum 1,0 Weight %.,Identity inside the EU: 
Renewable hydrocarbons (diesel type fraction); REACH Registration Nr: 01-2119450077-42- 
0001 . 


4. Flist-ald meaauras 

Description of first aid measures 

Inhalation Unlikely to be hazardous by inhalation because of the low vapor pressure of the product at 

ambient temperature. If spray/mist has been inhaled, proceed as follows. Remove victim to 
fresh air and keep at rest in a position comfortable for breathing. Get medical attention if 
symptoms are severe or persist. 

Ingestion Do not induce vomiting. Get medical attention immediately. 

SWn Contact Remove contaminated clothing immediately and wash skin with soap and water. Get medical 

attention if irritation persists after washing. 


Eye contact 


Rinse immediately with plenty of water. Remove contact lenses, if present and easy to do. 
Continue rinsing. Get medical attention if irritation persists after washing. 


Most Important symptoms and effects, both acute and delayed 

General Information Repeated exposure may cause skin dryness or cracking. Spray/mists may cause respiratory 

tract irritation. Entry into the lungs following ingestion or vomiting may cause chemical 
pneumonitis. 

Indication of immediate medical attention and special treatment needed 
Notes for the doctor Treat symptomatically. 

5.Flre41ghtlng measures 
Extinguishing media 

Suitable extinguishing media Water spray, foam, dry powder or carbon dioxide. 

Unsuitable extinguishing Water may be ineffective for extinguishment, unless used under favorable conditions by 
media experienced fire fighters. 

Special hazards arising from the substance or mbcture 

Specific hazards Combustible liquid. Containers can burst violently or explode when heated, due to excessive 

pressure build-up. 

Hazardous combustion Carbon dioxide (C02). Carbon monoxide (CO). 

products 
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Revision date; 3/2/2016 


Revision; 3.0 


NEXBTL Renewable Diesel; Neste 100 % NEXBTL -diesel; Neste Green 100 -diesel 


Advice for firefightare 

Protective actions during Cool containers exposed to heat with water spray and remove them from the fire area if it can 
firefighting be done without risk. 

Special protecSve equipment Wear positive-pressure self-contained breathing apparatus (SCBA) and appropriate protective 

for firefighters clothing. 


le. Accidental releaae measurae 


Personal precautions 

Wear adequate protective equipment at all operations. 

For emergency responders 

Prevent unauthorized access. Eliminate all ignition sources if safe to do so. Take 
precautionary measures against static discharge. 

Environmental precautions 

Environmental precautions 

Avoid release to the environment. Stop leak if safe to do so. Avoid the spillage or runoff 
entering drains, sewers or watercourses. Inform the relevant authorities if environmental 
pollution occurs (sewers, waterways, soil or air). Risk of soil and ground water contamination. 

Methods and material for containment and cleaning up 

Methods for cleaning up 

Immediately start clean-up of the liquid and contaminated soil. Contain spillage with sand, 
earth or other suitable non-combustible material. Pay attention to the fire and health hazards 
caused by the product. 

Reference to other sections 

For personal protection, see Section 8. 

7. Handling and storage 


Precautions for safe handling 

Usage precautions Avoid heat, flames and other sources of ignition. Take precautionary measures against static 

discharges. AH handling should only take place in well-ventilated areas. Avoid inhalation of 
vapors and contact with skin and eyes. Use personal protective equipment and/or local 
ventilation when needed. Do not eat, drink or smoke when using this product. Wash hands 
and any other contaminated areas of the body with soap and water before leaving the work 
site. During tank operations follow special instructions (risk of oxygen displacement and 
hydrocarbons). 


Conditions for safe stonaga. Including any IncompatlbllHles 

Storage precautions Flammable liquid storage. Store in accordance with local regulations. Store in a demarcated 

bunded area to prevent release to drains and/or watercourses. Take precautions against 
leakage by constructing collecting pools and sewerage systems as well as by surfacing the 
loading and unloading stations. Only store in correctly labeled containers. Use containers 
made of the following materials: Carbon steel. Stainless steel. 


Specific ertd useafs) 

Specific end use(s) Not known, 
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RevtSion date: 3/2/2016 


Revision: 3.0 


NEXBTL Renewable Diesel; Neste 100 % NEXBTL >diesei; Neste Green 100 -diesel 


8. Exposure Controls/personal protection 

Ingredient comments 

The individual limit values can be applied for the hydrocarbons. Diesel fuel as total 
hydrocarbons; ACGIH TLV®>-TWA {8h) 100 mg/m3 (IFV). 

Exposure controls 


Appropriate engineering 
controls 

All handling should only take place in well-ventilated areas. Use personal protective 
equipment and/or local ventilation when needed. Handle in accordance with good industrial 
hygiene and safety practice. During tank operations follow special instructions {risk of oxygen 
displacement and hydrocarbons). 

Eya/tace protection 

Tight-fitting safety glasses. 

Hand protection 

Wear protective gloves. It is recommended that gloves are made of the following material; 
Nitrile rubber. Neoprene. Polyvinyl chloride (PVC). The selected gloves should have a 
breakthrough time of at least 4 hours. Protection class 5. Change protective gloves regularly. 

Other skin and body 
protection 

Wear suitable protective clothing as protection against splashing or contamination. Wear anti¬ 
static protective clothing if there is a risk of ignition from static electricity. 

Respiratory protection 

Filter device/half mask Combination filter, type A2/P2. Filter device could be used maximum 2 
hours at a time. Filter devices must not be used in conditions where the oxygen level is low (< 
19 vol.-%). At high concentrations a breathing apparatus must be used (self-contained or 
fresh air hose breathing apparatus). Filter must be changed often enough. 

Environmental exposure 
controls 

Take precautions against leakage by constructing collecting pools and sewerage systems as 
well as by surfacing the loading and unloading stations. 

9. Physical and Chemical Propertiee 

information on basic physical and chemical properties 

Appearance 

Liquid. 

Color 

Clear, 

Odor 

Mild. 

Odor threshold 

- 

pH 

- 

Melting point 

Pour point < -20^ @1013 hPa (BS4633. EC A1) 

Initial boiling point and range 

180-320‘'C (EN ISO 3405) 

Flash point 

>6rC(EN ISO 2719, EC A9) 

Upper/lower flammability or 
explosive limits 

- 

Vapour pressure 

0,087 kPa @ 25°C (EC A4) 

Vapour density 

- 

Relative density 

0,77 - 0,79 @ 15/4°C (EN ISO 12185, EC A3) 

Solubility(le8) 

Insoluble in water, - 0.075 mg/I water @ 25°C (calculated) Soluble in the following materials; 
Methanol. Hydrocarbons. 


Partition coefficient 
Auto-Ignltlon temperature 
Decomposition Temperature 


log Kow: > 6,5 (EC A8) 
20rC (EC A15) 
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viscosity 

Explosive properties 
Oxidising properties 


Kinematic viscosity 4.0 mm2/s @ 20'’C 2.6 mm2/s @ 40°C (OECD 114) Dynamic viscosity 5 5 
mPa s @ 20“C 

Not considered to be explosive. (EC A14) 

Does not meet the criteria for classification as oxidizing. 


Other Information Not know n. 



Reactivity 

There are no known reactivity hazards associated with this product. 

Stability 

Stable at normal ambient temperatures and when used as recommended. 

Possibility of hazardous 
reactions 

No potentially hazardous reactions known. 

Conditions to avoid 

Keep away from heat, sparks and open flame. 

Materials to avoid 

Oxidizing agents. 

Hazardous decomposition 
products 

Does not decompose when used and stored as recommended. 

11. Taodooloolcal Information 


Information on toxicological effects 

Toxicological effects Based on available data the classification criteria are not met. 


SMn corroslon/lrrltatlon 

SWn oorrosion/Irritation Based on available data the classification criteria are not met.,(EC B4),Repeated exposure 

may cause skin dryness or cracking..The product irritates mucous membranes and may 
cause abdominal discomfort if swallowed.,May cause respiratory system irritation. 


Serious eye damage/jnttatlon 
Serious eye damage/lnltatton 

Skin sensitization 
Skin sensitisation 

Germ cell mutagenicity 
GenotoxIcHy - In vHro 

Carcinogenicity 

Carcinogenicity 

lARC carcinogenicity 

NTP carcinogenicity 

OSHA Carcinogenicity 

Reproductive toxld^ 
ReproducUve toxicity - fertili^ 


Based on available data the classification criteria are not met. (EC B5) 

Based on available data the classification criteria are not met. (EC B6) 

Based on available data the classification criteria are not met. (EC BIO, B13/14 & B17). 

Based on available data the classification criteria are not met. 

Not listed. 

Not listed. 

Not listed. 

Based on available data the classification criteria are not met. (OECD 416) 


Spacfftc teirgat organ toddty - single exposure 

STOT - single exposure Not classified as a specific target organ toxicant after a single exposure. 
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STOT - repeated exposure Based on available data the classification criteria are not met. {OECD 408) 

Aspiration hazard 

Aspiration hazard May be fatal if swallowed and enters airways. Entry into the lungs following ingestion or 

vomiting may cause chemical pneumonitis. 


Route of entry 


Inhalation Ingestion Skin and/or eye contact 


Toxicological Information on Ingredients. 


Alkanes, C1O-20 -branched and linear 


Notes (oral LOm) 
Acute toxicity - demial 


LDso >2000 mg/kg, Oral, Rat (EC B1 tris) 


Notes (dermal LDn) LDso > 2000 mg/kg, Dermal, Rat (EC B3) 


12. Ecological Information 


Toxicity 

Toxicity 


Based on available data the classification criteria are not met. 


Ecological infomiatlon on Ingredients. 


Alkanes. C10-20 -branched and linear 


Acute toxicity - fish 

Acute toxicity - aquatic 
invertebrates 

Acute toxicity - aquatic 
plants 

Acute toxicity - 
microorganisms 


LLso, 96 hours; > 1000 mg/I, Fish 
WAF (OECD 203) 

EL50, 48 hours: > 100 mg/I, 

WAF (OECD 202) 

EL50, 72 hours: > 100 mg/I, Algae 
WAF (OECD 201) 

ECso, 30 minutes: > 1000 mg/I, Micro-organisms (wastewater sludge) 
ECso, 3 hours; > 1000 mg/I, Micro-organisms (wastewater sludge) 
(OECD 209} 


Chronic toxicity - aquatic NOEC, 21 days; 1 mg/I, 

Invertebrates LOEC, 21 days: 3,2 mg/I, 

WAF (OECD 211) 

NOEC, 10 days: 373 mg/kg. Sediment organisms 
LOEC, 10 days: 1165 mg/kg. Sediment organisms 
LCso, 10 days: 1200 mg/kg. Sediment organisms 
(OSPAR Protocols, Part A: Sediment Bioassay, 2005) 


Stability (hydrolysis) 
Biodegradation 


No significant reaction in water. 

Rapidly degradable 
(OECD 301B). 
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Bloaccutnulatlve potential 


Blo-Accumulative Potential 

Possibly bioaccumulative. 

Partllfon coefflciant 

log Kow: > 6,5 (EC A8) 

Mobility In soil 

Mobility 

Evaporates slowly. The product has poor water-solubility. The product contains substances 
which are bound to particulate matter and are retained in soil. Log Koc > 5.6 (EC C19). 

Results of PBT and vPvB assessment 

Results of PBT and vPvB 
assessment 

This product does not contain any substances classified as PBT or vPvB. 

Other adverse effects 


Other adverse effects 

Not known. 

13. Disposal considerations 

Waste treatment methods 


Disposal methods 

Dispose of waste to licensed waste disposal site in accordance with the requirements of the 
local Waste Disposal Authority. When handling waste, the safety precautions applying to 
handling of the product should be considered. Care should be taken when handling emptied 
containers that have not been thoroughly cleaned or rinsed out. Product residues retained in 
emptied containers can be hazardous. Waste packaging should be collected for reuse or 
recycling. 

14. Transport Infomratton 

UN Number 


UN No. (DOT) 

1202 

UN No. (IMDG) 

Not classified under IMDG. 

UN proper shipping name 

Proper shipping name (DOT) 

Packing group 

UN 1202 DIESEL FUEL 

DOT pack group 

III 

Environmental hazards 


Environmentally Hazardous Substance 

No. 

Transport in bulk according to 
Annex 11 of MARPOL 73/78 
and the IBC Code 

Transported by ship as bulk: Product name: Alkanes, C10-C26 linear and branched, 

(Flashpoint >60 deg.C) (NExBTL Renewable Diesel). Pollution category: Cat Y Ship type: 3 

15. Regulatory Informatton 


US Stats Regulations 

California Proposition 65 Carcinogens and Reproductive Toxins 

Not listed. 
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16. other Infbnnatlon 


Abbreviations and acronyms ACGIH = American Conference of Governmental Industrial Hygienists 
used In the safety data sheet lARC = International Agency for Research on Cancer 

NTP = National Toxicology Program 

OSHA = Occupational Safety and Health Administration 

TLV = Treshold Limit Value 

TWA = Time-Weighted Average 

WAF = Water Accommodated Fraction 


Key literature references and Regulations, databases, literature, own research. Chemical Safety Report Renewable 
sources for data hydrocarbons (diesel type fraction), 2013. 


Revision comments The entire document has been updated according to UN GHS. Revised classification. 

Revision date 3/2/2016 


Revision 
SDS No. 

Hazard statements In full 

NFPA - health hazard 

NFPA - flammability hazard 

NFPA - Instability hazard 

NFPA - special hazard 

ACAHMiS Health rating. 

ACA HMiS Flammability 
rating. 

ACA HMIS Physical hazard 
rating. 


3.0 

5623 

H227 Combustible liquid. 

H304 May be fatal if swallowed and enters airways. 
0 
2 
0 

2 

2 

0 


The information given is based on data currently available to us and is believed to be correct. No warranty is expressed or 
implied regarding the accuracy of this data or the results obtained from the use thereof. No responsibility is assumed for injury 
or damage from the use of the products described herein.The information given is designed only as a guidance for safe 
handling, use, processing, storage, transportation, disposal and release and is not to be considered a warranty or quality 
specification. 
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Valero 

Carpcfate Hearth and Safety 

PO Box 696000 

San Antonio, TX 78268-6000 


VALERO 


IPC (USA). INC-BRANOED 
949 5485612 


Feb 05. 2014 

Attn; Saftty/fUght'To-KnowCoonJIrtater 
Dear Customer 


Cooes of Matsfial Safety Data Stieetts) (MSDS). which have seen prepared tn accordance with the OSHA Hazard 
Communicatico Standard (29 CFR 1910.1200) are enclosed for the iistec products manufactured tsy Valero MSDS 
are being provided to you either. 

- as a resuit of your being authorized to purchase the products, 

- a result of your request for MSDS or 

- m compliance with the supplier notification requirements in 40 CFR. Part 372. Subpart C. 

Please compafe the dates on the attached MSDS with those m your file and -epIaOT any older MSDS with the more 
recent one OSHA regulations may require that you maita the attached mformation available to your employees andior 
yourcustomsisi. 

£?A Regulations 40 CFR. Part 372, m support of Section 313 of SARA. Title HI. requires all manufactyrtrs to notify 
suppliers annualfy of the concentrations of Mrtair. chemicals In products. The list of these chemicals can be found m 
40 CFR 372.S5. This notification is iccompitshsd by an annual distnbution (in January) cf a report listing each pr«juct 
and we concentration of the regylated components. 

The following MSDS ara attacnad' 

MSDS Number Oescrifrtion 


89CARBf10.0E 


Unleaded Gasoline 




SAFETY DATA SHEET 



¥Mli0 


1. Identification 
Product IdendHcr 
OtNrmaan* of IdintlflcMksn 
SOS number 
Synonyms 


Racommandad uaa 
Racommandad raatricttona 


UNLEADED GASOLINE 


a)2-GHS 

Ragutar/RamiumAiiiogrado- LrJeaded Gasoline. RFG • Reformutatad Urteadw Gasoline. 
Corwartianai ur-leadad Qaaoiine, Oxygenated Uneaded Gasoline. Non-Qxygervated untsasfed 
GasoJine. GARB (Caltfomia Air Resource Beard) Unteaded Qaiolina, RB06 - Reformgiaad 
aiendsDDCk for Oxygenate Sierxiing, CBOB - Conventicnai BSendstodc for Oxyoenste Btendtnc, 
Patrol, Mo»f .Puei 

See section 16 for compietie information. 

Motor Fuat 
Motor fuels 

None Icnown 


Manufaoturar I Importer I Supplier / Diatrlbulor Informatlort 


Manufactyrer^uppiler 


Oenerai AstlstarKe 

E-Mal) 

Contact Person 
Emergency Telephone 


Valero MarXeerg & Supply Company and Affiiiatss 

One Valero Way 

San Antonio, TX 78269-8000 

210 - 345-4693 

CorpHS^vaiero, com 

Industrial Hygienist 

24 Hour Emergency 366-565-5220 

1-300-424-9300 (CHEMTREC USA) 


2. Hazard(s) Identification 


Pliyslcal hazards 
Health hazards 


OSHA defined riazarda 


Flarrmaoie liquids 
Skin corrostor/lrritation 
Germ OSH mutagenicity 
Cafcinogererty 
Roproduettve toxicity 

Specific target organ tcxicty. single exposure 

Specific target organ toxicity, repeatec 
exposure 

Aapii'aoon nazard 
Not classified 


Category 1 
Category 2 
Category tB 
Category 18 
Category 2 

Category 3 narcooc effects 
Category 2 

Category 1 


Label elements 



Signal word 
Hazard ttatemeirt 


Prtcautloraiy statement 
Prevention 


Danger 

Extremely flammable iiqixd arc vapor. Causes skin ifTitation, May cause genetic detects May 
cause cancer Suspected of damaging fertility or tine unborn child. May cauae drovusmtas or 
dizziness May 3U8e damage to organs rbtood, liver kidney) tfirougN prolonged or repeated 
exposure May be fatal if swallowed and enters airways. 


Obtain sDecial instruccons beteie use. Oc not handle until all safety precauttons have been raaa 
and understoofl. Keep away from neatrsparks/open ftarnesmot surfaces, - No smoWng Keep 
conteiner tightly closed. Ground/txxnd container and recelvlrg equipment. Use ex|»3iorvoK«f 
electhiteWentltattngAightmgr/equipment Use only nctvsMrtting swis. Taw ptecautiorary 
measures against staoc discharge Do not fcreathe gasTmistVapori/ipriy. Vfitesh toorougWy attar 
handling. Wwr protective ^oveWpmtective ctothingteye protection/tece oioteclion Use only 
outdoors or in a welFverrtilateci area 
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RatporaM 


Storagt 

Olapota! 

Hararel(s) not otherwlM 
claasiflad (HNOC) 

Enwiroflmantal haiirtt 

SupplamantsI Information 
Hazard symbol 


Hazard statamant 
Pracautlonaiy sttf ament 
Praveitllon 
Raaponaa 


if exposaa or cooceriied Gel me-dicai aavtceiacenoon if miwied Semoi-e person ® trtsr air and 
keep camtonable fof ofeaOitng It swallowed Immedlafciy call a poson c«m»f/ooctof fc^CT 
•nduce vomiting tt on 9nn (Of naif] Tane oR immadiaiefy ail contamintted ctetning Rin»aiun 
With «teffshwvef I! »(inirt nation occurs Gat inedJcaUd¥«efaStrttCfi mease of f<re 
aiconoi-r@ajst»rTt toam, cartson dioxide, dry powder or water fog for txtinctiori 

Store iocted up. Store in a walt-ven6la»d place. Keep container tightly closed Keep cool 
Oisfjoss at ccntonWcontainer in accordance with Socai/regiofiaimattonaMntsmational regutatjorw 
Static accumulating ftsmma&ie iiouids 


Hazardous to the aquaSc envifonment Category 2 

to.ng-term hazaro 



Toxic to aquatic life with long asqrg effects 


Avoid release to the er\iiror>menL 
Collect spillage. 


3. Compositfon/informatjon on ingredients 

Mixturts 


Chemical name 

CAS number 

14 

Gasoil r» 

30290-8 ^6 

80-100 

'’oiuer^e 

100^8-3 

0-3C 

Hexane (Other (semers) 

96-14-0 

5-25 

Xylene (o, m. p somers) 

133C-20-7 

0-25 

Octane (All somers) 

111-85-9 

0-18 5 

Ethanol 

64-17-5 

0-1C 

1,2,4. Tfimethytbenzene 

95-63-6 

0-6 

n-Heptane 

142-82-5 

1-5 

Psntgne 

109-6&C 

1-5 

Cumene 

||||||||__||| 

0-5 

Ethylbenzene 

100414 

0-5 

Benzene 

71-43-2 

04 9 

n-Hsxarw 

110-54-3 

0-3 

Cyclohexane 

11-0-82-7 

0-3 


4. First-aid measyres 

Inhalation 
SXIn contact 

Eye contact 
ingeatioh 


Move to fresh air if Dfeatfiirg a difficult, give oxygen if not breaming, give amfical fespirahon, 'Ctt 
medical aSentioh, 

Rsmov# contaminated cioming and siwea, 'vVash off immedtately wWi soap and ptenty of 
Get medicat attontion # xritatton develops or persist. Wash clothing separately l»fof# •'euse 
Destroy or thoroughly ciean contaminated shoes, tf nigh pressure injection u nder the skm otxufs. 
always sees medical attention 

imtTiediateiy flush eyes with pieiity of-water for at least 16 hnihutes Renwvt contect rf 
prewnt and easy to do. Continue riiwing. Get medical attention 

Rinse mouth fhoroughiy. Do net induce voihKing without advtee from ixjssori cortrci Mrter Do not 
give moutn-to-mcuri resuscttalwn. If vorniting occurs, Keep head low so that iiomacr! coitem 
does not get into the lungs. Never give anything by mouth to a vKtlm who Is uncaraewus or is 

having convulsions Get medical aaenfion immediately 
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Most Important 
symptomsMffact#, acme ami 
d«lay«d 

Indication ol immediate 
medical attention artd tpeclal 
treatment needed 

General Irrfofmailofi 


irritation 0 ? r3e» and iltroat irntatonol eyes ana mycous rremaanes S^in irntation 
UnconsciousrwM Coineei damage Narcosis Cyanosts'blue !i«u« condrlion. nails, !tfs. ami/or 
skin) Decrease in moter funciiors. Baftavioral eban^. Edema Lwar enlargement. Jayndice 
Conjunctivitis. Presteinufta, OefatJing of tbe skin. Raab 

In case of shortness ot breath, give oxygen. Keep victm •■mm Keep victim under ooaen/aBon 
Symptoms may be tseiayed 

if exposed or soncerned.' get medicat atJermorvadvice, Ensure dat med«ai oersonrwi avrire ot 
the mt»nai($) irtvoived. and take precautiona to prowet thsmseivet. Snow ma safety daa snstt 
to the doctor in attendarice Wasfi corwaminated clothing before re-us@ 


5. Flre-flghtlng m«asur#s 

Syllable extlngufeWng madia hrater spray 'vVatef tog. Eoam. Dry chemical powder Carcon dioxide fC02) 

Unaultable extingulaWng Oo not use a solid water stream aa it may scatter and spread fire 

madia 


Specitk! hazards arising fr«*m 
the chemical 

Special protective equipment 
and precautions for (Ireflghtars 
Flre4tghtlng 
eqy Ipmenft/I nstru ctlona 


Vapor may cause flash (Ire Vapors can flow along surtoces to distant gnition source and hash 
back Sensrttve to staoc asertarge 

vttoar toil pfoteciva ciotrung. incluctrtg helmet se^f-corrtamed posttwe pneasure or pressure 
Pamaiid breathing apoaratus, protectlvo clothing and face mask 

•/*ar toll preteetpre ciotrung including helmet seif-conained posstve ptemsf# or pressure 
demand oreathing apparatus, protecuve cioihing ana face mask Withdraw immediaiB.'y =n ase of 
using sound from venting safety devices or any discoloratior, of tanks due to file flight rre rtom 
maximum disance or use unmanned rose noiders or mofMtor noziiea Move cantainefs Oom fire 
area f you can do it wrtheut nsn in tto event of fire, coal tanks with water spray Cooi contairwts 
exposed to ham.es -.wth wate' until weil after !he lire a out For massive Srs, use unirianned hose 
holders or momtor nozzles, f this is mpossipio withdraw rtom area anc i«t fire burn Vapors mav 
tonn explosive air mixiures even at room temperature Prevent pulldup of vaixirs or gases to 
expiosrve concentrations Some of these materials, it sailed, may evaporate leaving a rtammaoie 
residue Water Tjneft can cause envfor.rientaf carnage use comoaowe foam © mim.mize vapor 
generatwn as needed 


8. Accid«ntat release measures 


Personal precautions, 
protective equipment and 
emergency procedures 

Methods and materlale for 
containment and cleaning up 


Keep unnecessary personnel away uccas authorities should oe acf,iised d signifcanf spra carnot 
bectonoined Keep upwind Keep out of low areas ventilate closed soaces oefore enterrg ,Dc 
not tcuch damaged oontamers or spilled material unless wearing approprate protective clcthirig 
See Section S of the M30S tor Personal Protecove Ecuipment 

EHinrate all gnitior. sources ino smoking. Hares, spiks oi flames m mmeOiate aieai Stop leak if 
you can do so without rtsk This matenal s a water pollutant and snoula be pfevented from 
contaminating soil or trem e.ntoring sewage and drainage systems ana bodies of 'wate* Ode the 
spiled material where this s possible Prevent entry into wawrways sewers, £»sem«rra or 
confined areas 


-Isa norvsparking tools and axpiosion-proof equipment 

Small Spills AtjsorD sptli with vermicuiite or other inert rnatenai. then place in a container tor 
Chemical waste Ciean surface thoroughly to remove restouai corrtamirtation, Tha matenal and its 
container must b# Ssposed of as hazardous waste 

large Spills Use a ncn-comoustieie materia! t.ke vermcufite, sand or earth to soak up me product 
and D«c« into a container tor later disposal Prevent product Tom entering dtains Do not iiiow 
material to contaminate ground -water system Should not be released into toe erwiroiwneni 

Environmental precautloris Gasoline may conta.n oxygenated mnd products iEtoancf. eto j that are soiuoitt r water arxs 

therefore pf«c8ut«ns Miculd oe taken » protect surface ana groundwater sources Tom 
contaminaton :f toalTy oi operabon has an ’oii or hazataous suWance oontjngency plan', 
aesvate its |»ocedores Stay upwind and a'way from spii Wear approonate ixotean-e equipron 
including respiratory protection as conditions waiiant Do not enter or sav m area unless 
monaonng indicates mat it « sate to do so iscate hazard area ana msBKt entry to emergency 
crew Extremely fiammatsie Review Firefighting Measures, Section 5. Petor# ^oceecrg wm clean 
up. Keep a# Kjurces of Ignition {flames, smoking, flares, etc ) and rx« surtocss away Tom release 
Contain spili m smallest poss.We area Reccrer as miich prodi« as i»ssihf» ;# •§ by vactiymingi 
Stop teak If T can be •aonc -without r-ax Use -water spra-y ® dfspersa vsfXirs. Use comoatitae foam 
to mirimixe vapor generaoen as reected Spifieo masnal may be assorbea by an aesropnata 
atsoftterit. and men handled in accarcterKe with errvitonmental reguBtlons Provert awieo 
material from entering sewers, storm drams other unauthorized treamnsrt -or drainage yysts-s 
arw natural waterw-ays Contact fire authonoes and apj^epnate fB«ra!, sate and iocai agerKies if 
sprii of any amount s made into or upon navigapie waters, the cont^usus zone, o? adicinlr^ 
shofsiirtes. contact the Naaonal Resoonse Center at 1-000-424-880? 
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7. Handling and storage 

PMwautloni for taft handling EiirrsMits lourcas o< igrsitlcn. Avoid soarK promotert Ground/Pomlcontamr t'ld 

Th»98 aior>e may tje insufliciont to remove atstic electrcSy. 

'Atear iwrmjnai protective equpmflot Do not txeatrse du^ume/gasi'mist'vapors^scray Avows 
contact wim eyes, Sion, and ctotnirtg Do r«! asTo or »wllcw A-,-Qiai 3 rowngtci«xpo$ure useon-y 
wftn tdeaui® venaiatjon Wash morougniy afts' handling The prodi^ a extremely flammaDie 
and explosive vapcf/air mixtures may oe formed even at formal toom wmperatuies DO NOT 
nafKile «Qr# or open rear an open itame. sources of heat or sources of ignition Protect ma»nal 
ftorr airee sunllgnt Take precautiortary measums against static atscnarges Au equipment used 
rvnen fanoiing the product must oe jrounoae Use rvjrvstarkjfig tools arw «*»s»r'-£coi>f 
aquipment. using, do fwt eat drtnk or smoke Avoid release to tit environment 

CondItSorte for safe stofage, FiammaBie l*quid storage. Do nor handle or store near an open flam#, heat or other sources of 

Ihcludlng any IncompatlNIIIIet .gmten Th,s material can accumuia® static charge wntcfi may cause spaft arw D«ome an 

igrw&on source The pressure in seaed ccmainers can increase unoet t»i influence of peat keep 
container tigmly ckssed in a cool vveri-ventolated p&ce Keep away horn food, arink and ar.irral 
feecmgsa-ffs Keep out of die 'each of crukjref 

8. Exposure controls/personal protection 

Occupational expoaura Umlts 

US. OSHA Spacifleally Regulated Substances (2S CFR l910.tOOl-106C) 

Componerrt* Type _Value__ 


Boruone (CAS 71-43^2) 

sra 

Spprr, 


TWA 

1 Opm 

us. OSHA TaWe Z*1 limits for Air Contaminants (29 CPR 1910.1000) 


Components 

Type 

Value 

Cumene (CAS 9S~32-«) 

PEL 

245 mg/m3 

50 ppm 

Cvcionexane I'CAS 

=El 

1050 mg/m3 

1!M2-7) 


300 ppm 

Erar.oi (CASS4-17-S) 

=£1 

1300 mgfm3 

1000 ppm 

EthyiDenzene (CAS 


435 mgrm3 

100-41-4} 


100 ppm 

rvHeptans (CAS 142-82-S) 

°El 

2000 mg/m2 

500 ppm 

rvl-exane (CAS 110-M-3! 

PEL 

1800 (ngim3 

500 ppm 

asine (AJI iSomers) (CAS 

=>ei 

2350 mgrma 

111-65-9) 


500 ppm 

Pentane I'CAS !09-66-0} 

PEl 

2950 mgrmj 

1000 ppm 

Xylene (o, m, p isomers) 

PEL 

435 mgmtO 

(CAS 1330-20-7) 


100 ppm 

US. OSHA TaWe 2-2 '29 CFR 1913,1000) 



Componsms 

Type 

Value 

S«nz«rw(CAS 71-43-2} 

Ceiling 

25 ppm 


rwA 

10 ppm 

Toluene [CAS 108-88-3) 

Celling 

300 ppm 


TWA 

200 ppm 

US. ACGIH Threshold Limit Values 



Components 

Type 

Value 

1-2,4, Trimethyiberntne 
(CAS 95-S3-6) 

rm 

25 ppm 

Senzt-w (CAS 71-43-2 • 

STEL 

2,5 ppm 


TWA 

0,5 

Cumere {CAS 9M2-8) 

rwA 

50 ppm 

Cyctoriexane (CAS 

rwA 

100 P|W 


l10-82~7\ 
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US, ACOIH Thr«#boid Lfmn ^luea 


Componentt 

Elhyi*wane (CAS 
100-41-4) 

GasoNw'(CAS 86290-81.5) 

Hexane (Other isomem) 
(CAS 96-14-0) 

■vHeptane/CAS 142-82-S) 

fvHexine (CAS 110-54-3) 
Octane 'AJi jsomers) ;CAS 
11145-9) 

Penane (CAS 109-66-0) 
Toluene (CAS 106-88-3} 
Xylene (o, m, p iKjmers) 
(CAS 1330.20-7) 


^P« Wue 


STEL 

lOOOppm 

TWA 

20 ppm 

STEL 

500 ppm 

TWA 

300 ppm 

STEL 

lOOOppm 

TWA 

500 ppm 

STEL 

500 ppm 

TWA 

400 pfwn 

TWA 

SO ppm 

TWA 

300 ppm 

TWA 

SMppm 

vm 

20 ppm 

sra 

15C ppm 

TWA 

100 ppm 


US NI08M Pockel Guide to Chemical Haards; C»lllr>B Llmll Value and Time Period {If specified) 


Campooeme 

Type 

Value 

Hexane (CWier laomei-s) 

(CAS 96-14-0! 

Celling 

1800 mymS 

rvHeptane (CAS 142-82-5) 

Ceiling 

510 ppm 
1300 mgAn3 

CWane (All isomers) (CAS 

111-65-9) 

Celling 

440 ppm 
i30Cmg/’rri3 

Pentane(CAS 109^-0) 

Ceiling 

385 ppm 
1300 mg/m3 

610 ppm 

US NIOSH Pochet Guide lo Chemical Haiafds: Recommended expoeure llmll (REL) 


Components 

1,2,4, Tflmethyibewene 
(CAS 96-634) 

Benzene (CAS 71-43.2) 
Cumene (CAS 98-82-8) 

Cydohexane (CAS 
110-82-7} 

Ethanol (CAS 64-17-5) 

Ethyibeniene fCAS 
100-41-4) 


Hexane {Other isomers) 
(CAS 96-14-0) 


n-Heptane (CAS 142-82-5) 


rvHBxane (CAS i ■’a-.54-3) 

Ortaiie (Aii isomers) )CAS 
111-65-9) 

Peniane :CAS 100-66-0) 

Toluene (CAS 108-88-3) 

Xylene (o. m, p soirwrsj 
(CAS 1330-20-7) 

UNLEADED GASOLINe 
it3457 


TWA 

TWA 

TWA 

TWA 

TWA 

TWA 

TWA 

TWA 

TWA 

TWA 

TWA 

TWA 

PWA 


Value 

125 mgimS 


25 ppm 
0.1 ppm 
245 myrnS 
50 ppm 
lOSOmgimS 

300 ppm 
tSOOmgrmS 
lOOOppm 
435 mgfrna 

too ppm 
350 mgimS 

100 ppm 
350 mgAn3 
85 ppm 
ISO mgAhS 
50 ppm 
350 mgrm3 

'5 ppm 
350 mgims 
120 ppm 
375 mg«)Ti3 
100 ppm 
435 mg/mS 
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Components 

Value 

Oeterminant 

Specimen 

Sampling Time 

Benzene (CAS 71-43-2) 

25M9ro 

S-Phenylmerca 
pt uilc acid 

Creatinine 
tn iinne 


Ethylbenzene (CAS 
10CM1-4) 

07grg 

Sum of 
mandellc acid 
and 

phenytglyoxyiic 

acid 

Creaonfne 
in urine 


n-Hexane (CAS 110-54-3} 

0 4 mg/I 

2,5-HexaneOi - 
on. Without 

hydnolysB 




0,4 mg/i 

2,5-Hex»nedto 
h. Without 
hydroiyss 

bnne 

• 

Toluene (CAS '05-38-3) 

0,3 mg/g 

o-Cresci, with 
hydrolysis 

CreWtiine 
in urine 

• 


0,03 mg/i 

■'‘oloene 

Urine 

■ 


O02mgn 

■'otuene 

Blood 

• 

Xylene fo, m, p doman) 
(CAS 1330-20-7) 

1.5g/g 

Methylhippunc 

acids 

CreaOriine 
in urine 



’ - For sam^^ing dotails, pieaae see the souits document 
Exiaoeure guidelines 

US ■ California OELs: Skm deelgnatlon 

Beniene (CAS 71-43-2} Can oe acaoroed Tifough tfie sum. 

Cumene (CAS 98-62-8) Can be absorbed tniough me skin 

rvHexane (CAS 110-54-3) Can be absorbed tnrough tna sum. 

Toluene (CAS 108-88-3) Can be absortsed tnrougti the skin. 

US - Mnneeotfl Haa Sube: Skin designation applies 

Cumene (CAS 9S42-8j Skin designaOon acptles 

Totuerw (CAS 108-88-3) Skin designaOon applies 

U3 - Tenrttsse 0B.8: Skirt designation 

Cumene (CAS 98-82-8} Can be absorbed ttirough the skin. 

US ACOIH Thieefiold Limit Values: Skin cSesIgnatlon 

Btruarw (CAS 71-43-2) Can be absorbed mxough the lAtn. 

fvHexane (CAS 110-54-3} Can be absorbed through the skin 

US. NIOSH; Poeket Guide to Chemicai Ha*afds 

Cumene (CAS 98-82-3} Can be absof!»d through the skin 

OS. OSHATtWe Z-1 LlmRa for Air Contaminants (2SCFR 1810,1000) 

Cumene (CAS 98-32-8} Can be absorbed rtrough the skin 

Apprr^rlate if^lnaerlrig Provide adegutts general and local exhaust venfilattcn. Use process irKkssures, local exNiust 

oonirolt venPMon. or other engirseering control to control airborne levels l»!ow recompiended wfwsure 

limits. Use 9X0osiofvproof eguipmenL 

Indivldija! proteatlon measures, «uoh at psrwiai prolecllvt equipment 

Eyelfac* protection vVear safoty gasses. If splash poterihal extsa, vvear full face shieid or ciwinicai goggles 
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Skin protsctton 
Hand proiectten 


Othar 


Rsapiralory protaotion 


Tharmal haiards 
Gtftffil hygNsnt 
aonaldarattona 


Avod exposure - atstain special ifiatructions bafore o$e Wear protactve gioves. Be aware mat me 
liquid may penetraw the glove* Frequaixl char^ is awisaWe Suitabie gloves can be 
reccmmerxJed by the glove supplier 

Wear chemloai-reswtart. impervious glovee. Full body iurt and boots are recommended wtsen 
handling laigs vr^umes or in emergency situations. Flame retardant [xciectlvs clothing is 
recommended. 

Use I fsroperfy fitted, air-purtfylng or airUed respirator compiying with an apprwed standard if a 
risk as^ssment indicates this is necessary Respirator selecOors must be based on known or 
anllclpated exposure levels, the hazards ol the product and the safe worlong limits of tf» selected 
respirator It workplace exposure iimds for product or components are exceeded, NIOSH appravec 
equiprhent should be worn. Proper respirator selection shcuid Se determined by adequatefy 
aaiPied personnel, cased on the contaminarls. the degree of sotenOal exposure aino puDished 
respiratory protection factors This equipmerrl should be available for nonroudne and emergency 
use. 

Wesi- appropnatt thermal protecave clothing, when hecessary 

Consult supervisor for specai harirfiifig instr-uctwns Avoid corrtactwBh eyes Avoid contact-Antr 
skm. Keep away from food and dnnk iWash hands before braata and immediately attar handling 
the product Pwide eyewash station and safety srwwer Handle « accordance with good 
industriai hygiene and safety practice 


§. Physical and chemical properties 


Appearance 

Pliysical slate 
Form 
Color 
Odor 

Odor threshold 


Ligpt straw to red clear liquid wtto onaractartstlc strong odor of gasoline 
Liquid, 

Liquid 

Light straw to red clear 
Characwnstlc Gasoline Odor (Strong}. 

Not available. 


pH 


Not avaitabte 


MteKlng point/fficzing poim 

Initial boiling point and boiling 

range 

Flash point 


A4,0i 'F{6 67 °C} May stort to spndify at this temperature This a based on data tor ihe foiiowing 
rgrsdiert Cyclohexane Weighted average -9i 9 deg C (-133,4 deg F) 

30.06 - 440.06 '’F (26,7 - 226 7 ’C) 


-40,0 'F (-40 0 ’C) (Closed oup) 


Evaporation rate 10-11 BuAc 

Flammability [solid, gas) Not availaDle 

Upperilowcrflammabjltty or explosive limits 
FiimmaWllty limit - lower 1 3 % 

m 

Flammability Ifcnif - upper 7,1% 

ExploeJve limit ■ lower {%) Not available. 


Explosive limit - upper (% J 
Vapor pressure 
Vapor denst^ 


Not avaiiabia 

60.8 -101 3 KPa (20 C) 

3 ■ 4 (Air=1) 


Relative density 
Solubillty(l«i| 


Not available 
Very starkly soluble 


Partition saefflelens 
(n-octtmolAiwtor) 

Autb-lgnitlon temperature 
Decomposition temperature 
Vlacoelty 
Other Information 
Rash poim class 


Not available. 


»3«'F(>260’C) 
Not available 
Not available 


Fiammacfe lA 


VOC (Weight %} 100% 


UNLEADED SASOLINE 

913457 >/ariion*CS2 Revison dw.: 27-Juri*-J013 ?nr »1 27-u«ot-2013 7/1,5 

Pf*c»r#d by 36 Compant 





Haiardotis polymerization does not occur 


PosaiMllty of itazanjou* 
raactlons 

Condition* to avoid Heat, fla nws and SjMfk*. ignition sourcas. Contact wiin >ncompatlt>« maienais Ck) not pressunze, 

cut swid. braze soItJer, drill, grind or expose empty containere to heat, flame, sparta, alatic 
eiectncity. or otJier aoorces of ignition, they may expiode and cause injury or death 

irwwnpatlbi# materltle Strong oxidizing agents 

Haiardoui deeampoeltlon No hazatoous decomposition products are Known 

products 

11. Toxicological informatloin 

infonrortlon on likely routes of exp<»uf« 

Ingestion Swallowing or vomiting of the Wquid mey '«iult in aspealion into die lungs 

Inhalatten In high ooncemratlons. mistsTvapora may imtate throat and 'eapiratory syslem ana cause 

coughing. May cause drowsiness or dizziness. 

Shin canlaet Causes skm imGidon Prolonged contact msy cause dn/ness of the skin 

Sye eontect May cs'use eye imaoon. 

Symptwns ralafed to the imtaoon of nose and throat Irntaitcr' of ayes and muccua memtxanes Skin imtatson, 

physical, ohtmica! and Ur'corwciousness. Corneal damage Narcosts. Cyanosis (bfue tissue conditon nail* tipe, indi'or 

loxicologicai charactsfletics skir») Decrease n motor functions Behav oral changes. Edema, livef enlargement. Jaundice 

Conjunctwcis Protemura Oetattir^ of the skin Rasn 

Information on toxicological effecta 

Acute loxlefty Based on availacie data, the staseiflcation cnteria are not met 

Components _ Species _ Teat Seaulta _ 

1.2,4. Trlmethytienzene (CAS S5-63-6) 

Acute 

Dermal 

LD6C RaDOit ^ 316C mgikg 

Inhataion 

LC50 Rat »2000 mg,l, 48 Hours 

Ora! 

LD50 Rat S gfkg 

Benzene (CAS 71-43-2) 

Acute 

era? 

1050 Rat 3306 mgfkg 

Cumene (CAS 98-82-6) 

Acute 

!nf}a!aSon 

lC 50 Moose 2000 mg/'. 7 hours 

Rat 8000 mg/i, 4 Hours 

Os/ 

LD50 Rat ’400 mg/kg 

2 91 gr'kg 

CydoheKarw (CAS 110 - 82 - 7 ) 

Acyf* 

Oal 

-DM Rat 12705 mgikg 

ethanol (CAS 64-17-5) 

Acut# 

Ms»Sm 

LC5C Rst 30000 mg/mS 


UNL£AD6D gasoline 
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Coffiponants _ 8p<e)»» _ T«H Rasufts 

Eai^lbeniens (CAS 100-41-4) 

Acyti 


.D0nml 


lOm R»mi 

Oai 

LOSO Rat 

n-H#ptar»tCAS 142-82-5} 

Acut# 

inhamSon 

LCm Rat 

oHaxtne {CAS 110 - 54 - 3 ) 

Aciflt 

Crai 

LD50 Rat 

CWaw {Aii iscmefl) (CAS 111-65-9) 

Asut* 

maiatton 

iC60 Rat 

Pefttane (CAS 10&-66-0) 

Aeut* 

.'.iftaiatton 

IC50 Rat 

Toluene (CAS 1C8-8S-3) 

Aciile 

Oarmal 

I.D50 Raoett 

hhaMon 

-C5Q Rat 

Cni 

l 050 Rat 

Xylene (o, m p .someraj (CAS 1330-20-?) 
Acute 
Ora/ 

L05C Rat 


» 50)0 mgrtcg 

5 46 m 


103 m^\, 4 Hoijm 


26710 


118 mg/i, 4 Houra 


364 mg/i, 4 Hours 


14 1 mi/kg 

49OC0 fng/rrV* 4 Hours 


636 mgfKg 


4300 mgiks 


Skin corrwslon/lfiitallon Causes skin irri&tion 

Seiloue eye damaga/eye Based on avaiiatXe data the eiassXIcatcn cfltana are not met 

irritation 


Respiratory eentftlzatlon 
Skin eenaHfzatlon 


Germ cel! mutadjeniefty 


CarcIrKsgenIcity 


Based on avaiiatsie 'data, the classification cntetia are not met 
Based on avaiiaOie data, the ciassficaten Cfite.Ta aie not nnet 

This suCatanc# may have a potental tor sensitzation whlcri may provoke an aseigic reaction 
among sensitive ihdlvtouais 

May cause ger«!ic delects 

in in-vitTo exoenmens .neitner Seruene. totuene nor ryiene changed the number of 
sattf-chromatld excnariges (SCEa) or the numtser of ohromoscmai atsefmtJons ir human 
iympoatytes Htjwever tokieoe and xylene caused a s*snificant cell gtowd". iftytrtson wnicn was 
not otoserved entn tjenrene m trie same corcemraoons In irvvfvo experiments, toluene cfangea 
the number at aster-chromatid exchanges (SCEs) m human lymphocytes Toiyem may cause 
heritable geriotic damage. 

May cause cancer 


•ARC Monographs. Overall Evaluation of Carsinogenlelty 
Benzetxe (CAS 71-43-2) 

Cumene (CAS 98-82-8) 

Ethylbenzene (GAS 100-41-4) 

Gasoline (CAS 86290-81-6) 

Toluene (CAS 106-83-3) 

Xylene (o, m, p isornefs) (CAS 1330-20-7) 

NTP Report on CareSnogetw 


Benzene (CAS 71-43-2) 

UN LEA. OEO'aASa. wg 

913457 


1 Carcinogenic to hurnans, 

2B Possibly oarcthogenic to humans 
2B Possibly carcirxygenic to humaf». 

2B Possibly earetnogene to ,huma«ia. 

3 Not dassifiabie as to arctn^rslc% to hurr.ana 
3 Not c!assifiat:4e a« to carctn^nlcjty to human*. 

Known To Be Human Carcinogen. 
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US. OSHA Specifteaiiy Regui^sd Sub«tan€« (29 CFH 1Siai001-15S0| 

Beraane (CAS 71-43-2) Cartcer Hazard 

Rsproductlvt toxfcily Suspsctsd of damagir^ fertWy or m« unborn onild 

Betiisne. xyiena and toluena Have darnonstrated animai tftects of repnxSuctve exiclty. Animal 
itudiss of banzana nav* ahown saatlcular vtftcU, ateraSont m raproducfiv® cydaa, chromoaomai 
aberraflsma and ambiyorfatotoxicty Etbanoi Has demonstiattd human affacts af rapfodudhra 
toxicity. Can causa advarsa repfoductive affecis - sucfi as todb dafacts. miscamages. or siifertii% 
AvokJ axposura to women during aarly pragnancy. AvoW contact dunng prsgnancyfwhila nursing 
Spacific taf^al organ toxicity • May ctuss drowsinass or dizansss. 
str^jla axposure 


Specific target organ toxicity - May cause damage to me feiXiwing organs through pnoionged or repeated expoaur*. Blood 
repeated exposure Kxineys iwer 


Aspiration hazard 
Chronic effects 


Further informadlon 


May be fatal .t swasowed and enters aiiways. 

Repealed exposure of aooratcry arnmals to high concentrator!* of gasaiine sapors has caused 
kidney damage and career ir rats aixi carxrer In mice. Gasoline was evaluated for gewtJC actJvitv 
in assays using micrcbBi osiis. cultured mammalian cells and mt bone marrow «iis. The resute 
vvete all regaove so gasoline was ocns.derec nonmutagemc unoet tr*se condition*. 

C?s‘«fexposurs to tins product or its components rsas been su^ested as a cause of iluer 
abnormswies in abomtory animals and humans LleCme studies by the American Petroleum 
Institute have shown that Kidney damsge and Kidney oartcat can occur in male raPi after prolonged 
inhalation exposures at elevated oonceneaftons of total gaso'ine. Kidneys of mice and female rats 
were unaffected The U S ERA Risk Assessment Forum has oonduded that the maie nat (aaney 
tumor msuita are not relevant tor humans Total gasoHne sxDosure also proau<»d ilver tumors m 
female m.ce only. The impitcaoon of these data for humans has not seen determined 

Symptoms may be deiayed 


12. Ecological Information 

Ccotoxlclty 


roxic to apuatic organisms, may cause tohg-terrn adverse effects m the aquatx: environment 


Componente 


Species 

Test Ree utta 

1,2,4, Tmethy(benzene (CAS 9&-S3-8) 



Adust Ic 

Fish 

LC50 

Fathead minnow (Pimephales promeias) 

7 19 - S 29 mgrt 96 hours 

3BnZ8r)e(CAS7M3-2) 




Aqumie 

Crustacea 

EC50 

Water flea (Dapnna magra; 

a 78 • 15 8 mgH 48 hours 

Rsn 

LC50 

Ramoow trout, aonaioson trout 
(Onccrhynchus mykiss) 

7 2-117 mg/I 96 hours 

Cumene (CAS 9e-a2-a) 




Aquatic 

Crustacea 

EC50 

Bnne annmp (Artemia sp.) 

3.55 - 11 29 rrtg/1, 46 hours 

Fish 

LC50 

Raintxjw trout donaldson trout 
(Oncor.hynchus mykiss) 

2 7 mg/I, 96 hours 

Cydohexane (CAS i'!>a2-7; 




Aqualc 

Fish 

LC50 

Fathead minnow ;Pirr,ephaie» promeias) 

3 961 - 5 181 mg^. 96 houns 



Striped bass (Morone saxatilis) 

8 3 mg/I, 96 hours 

Etharxsl (CAS 64-17-5) 




Aquatic 

Algae 

EC50 

Fresrrwator aigae 

275 mg/t, 72 Hours 



Marine water aigae 

1970 mg/l 

Fi#i 

LC50 

Fathead mmrxiw (pyriephaies promeias) 

> 100 mg/1, 96 houw 



Freslwator fish 

1l20Cmg/l, 96 Hours 

Invettebrale 

ec50 

Freshwater mverteDfate 

5012 mg/!, 48 Hours 



Marine water invertebrate 

857 mg/1, 48 Hours 

Sthyibenzene (CAS 100-41-4 

) 



Aquatic 

Crustacea 

EC60 

Water flea (Dapnnia magna) 

1 - 4 rng/i, <6 hours 

Fish 

LC50 

Rainbow troutdonaldson trout 
(OncofhyncftiiS myWss) 

4 mg/l, 96 hours 
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Compontnt* Sp«8!#t _ T»«j Rxutta 

142iM) 

Aquatic 


Rsn 

LC50 

Western mosquitoflsh (Gamousa affims) 

492* mg/'. 96 hotifs 

n-Hexano {CAS 110-54-3) 




Aquatic 

Fish 

LC5C 

Fathead mmrww (Pimeptiaies promelas) 

2 101 - 2 981 mgr!. 96 hours 

Toluerw (CAS 108-88-3) 




Aquatic 

Crustacea 

EC60 

Water flea (Dapunia magna) 

5 48 - 9.53 mgil, 48 hours 

Ran 

LC50 

Coho salmon.silver salmon 
(Oncorhynchus dsotch) 

5 5 mg/1,96 houra 



Pink salmon (OrKorhynchus gorpuscfta) 

0 56 - 3 48 mgfl, 96 hours 

Xylene (o. m. p domers) (CAS 1330-20-7) 



Aquatic 

Fish 

LCSO 

Rainbow trout,oonaldson Jout 
(Oncorhyrxrhus mykiw) 

a mgil, 96 Hours 

Perelstence and degradability 

Not available. 



Sioacsumulative potantial 

Not available. 




Partition ooafflclattl n-oetanol / watar (log Kow) 


EOwnol (CAS 54-17-5) -0 31 

Benzcf^e (CAS 71-43-2) 2.13 

Toluane (CAS 1(55-35-3) 2.73 

emylberszanp(CAS10W1-4) 315 

Xyiona (o, m, p isomers) (CAS 1330-20-7) 3 2 

Pentane (CAS 109-564)) 3 39 

Cyclohexane (CAS 110-82-7) 3 M 

Hexane (Ollief isomers) (CAS 96-14-0) 3 S 

Cumene (CAS 95-82-8) 3 96 

n-Hexane (CAS 110-54-3) 39 

rvHeptane (CAS 142-82-5) 4 SS 

Octane (All ieomers) (CAS 111-65-9) 5 13 


Mobility in toll Not avaSattie 

Other adverse effect* Not svaSaPie 

13. Disposal considerations 

Olapoeal Inetructlone Dwooee in accordance wim aii aoplicabte regulations. This maserial and its container must im 

SHposec a( as hazardous »vaste Dispose of this material and its container to hazardous or special 
waste coliectton point Incinerate the matafial under controlled conditions in an approved 
incinerator Do not allow this matenal to drain into sewers/water supplies Do not contaminato 
ponds, waterways or ditcnes wrth chemical or used container 

Htiardoy* waste code DOOl: Waste Flammatsle material with s flash point < 140 'F 

DC16. Waste Benzene 

US iCRA Hazardotis Waste U Ltot: Reference 


Benzene (CAS 71-43-2) U019 

Cumene (CAS 9M2-5) U065 

Cyclohexane (CAS 110-82-7) U056 

Toluene (CAS 10545-3) U220 

Xylene ( 0 . ™.P ••P™hiHCAS 1330-20-7) U239 


Waste from residue* I unused Olspoie of in accordance with local reguiatiore. 
product* 

Contamthated pacttaglng Offer nnsed pacKaging matenal to tacai recycling faculties. 


14. Transport information 

DOT 

UN number UNiaos 

ON proper shlpplrig name Gasoline 

Transport haaard slBea(e*| 3 

Subsidiary cla»a(«8) 

Racking group <i 

Environmental hazards 
_ _ _ Marine pollutani Yea 

uNl£Ao¥D"5A^sbuNl .. ^ 

813467 

P»«pai^d by 3E Campanj 


ymtim # 02 


data'27-Jur«i-2013 Pr^l ditt: 



Sptclai prastutiona for uaar Raad sataiy inatnjaions, S5S and arnargancy procaduras Pefort hamSiing 


lATA 


Spaelal provlslona 
Packaging axca pitona 
Packaging non bulk 
Packaging bulk 


139. 833. B101 T8 
150 
202 
242 


UNnymbif UN 1203 

UN propar «ti ipping name Qaaoli na 

Transport hazard classlas) 3 
Subsidiary ciass<aa| 

Packaging group ii 

Environmental haiarda Yes 

Labels required 3 

ERG Coda 3h 

Spacial pcecautiona ter user Read safety instructions SOS and emergency procedures before handling 
SMDO 


UN number UN1203 

UN proper shipping name Gasoline 

Transport hazard c lassies; 3 

Subcldlary oiastfes) 

Ptckaginggroup it 

Ertvironmantai hazards 

Marina polluunt Yes 

Labels required 3 

EmS F-t, S-£ 


Special precauttena for user Read safety instructions, SOS and smafgarKy procedures twfore handling 

Transport In bulk according to Not appiicaDte However, this product is a liquid and if fransportea in bulk covered .jnoer MARFOt 
Annex II <rf MARPOL 73/79 and 73/78 Annex 
the I3C Coda 


15. Regulatory Information 

us fadaral regulations T.nm product « a ■'Hazardous Chemicar as defined by the OSHA Hazard Communicason 

Standard. 29CFR 1910 1200 
All ccrr.ponents are on the U.S ERA TSCA irTventory List 
TSCA Sactloo 12(b) Export NolHieation (40 CFR 707, Subpt 0) 

Not .'eguiatad 

US. OSHA Specifically Regulated Substances (29 CFR 1910.1001-1080) 


BENZENE (CAS 71-43-2) 

iRCLA Hazwdous Substance List (40 CFR 302.4) 

Cancer 

Central nervous system 
Blood 

Asoirabon 

Skin 

Eye 

Respiratory tract irritation 
Fiammabitity 

Benzene (CAS 71-43-2) 

LiSTEC' 

Cumene fCAS 98-32-8} 

USTOO 

Cyclohexane (CAS 119-82-7) 

LISTED 

Ettatio* (CAS 64-17-6) 

LISTED 

Elhyttsenzene (CAS 100-41-4) 

LISTED 

Gasoline (CAS 86290-81-5) 

USTED 

Hexane (Other isomers) (CAS 96-14-0) 

LISTED 

rvHeptane (CAS 142-82-6) 

USTED 

rvhexane (CAS 110-54-3) 

USTED 

Octane (Ail somers) (CAS 111-65-9) 

USTED 

Pentane (CAS 109-66-C) 

LISTED 

Toluene (CAS 108-88-3) 

USTED 

Xylene (c. m. p isomers) (CAS 133C-20-7) 

LISTED 
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Suptrftind Am*ndm#rt» and Ssairthcflzailon Act of 1186 (SARA) 

Hazard catagont* i mmadiats Hazard - Yes 

Delayed Haiart - Yes 
Rib Htzart • Yes 
Pressure Hazard ■ No 
Reacffwrty Hazard - No 

SARA 302 Extremety No 

hazardous tubstaiKs 
SARA 311/312 Hazardous Yes 
chemical 

Other federal regutortlons 

Clean Air Act fCAA) Stctton 112 Hazardous Air Pollutarrts (HAPs) List 
Benzene (CAS?l-43-2) 

Cumene (CAS 98-82-8) 

Ethylbenzene (CAS 100-41-4) 
fvHe!(ano{CAS 110-S4-3) 

Toluene (CAS 108-83-3) 

Xylene ( 0 . m. p isomers) (CAS 1330-20-7) 

Clean Air Act (CAA) Section 112(f) Acelderttal Release Preyentlon (40 CFR 99,130) 

Pena ne (CAS 109-56-0) 

Safe DrinkingWster Act Not fegulated 

(SOWA) 

Drug Entareement Adtninistrallon(DEA). List 2. esserrtlal Chemicals (21 CFR 1310,02(b) and 1310.04|fX2) and 
Chemical Code Number 

Toluene (CAS 1C8-58-3) 6594 

Drug Ertorcemern Adminlstralton (DEA). List 1 S 2 Exemps Chemical Mxtures (21 CFR 1310.12(ej1 
Toluene (CAS 108-35-3} 35 % weighovolumn 

DEA Exempt Chemical NMxtures Code Number 

■toluene (CAS 1C8-39-3) 594 

Food and Drug Not leguated 

Administration (FDA) 

US state regutatlons WARNING This product contains chemois Known to the State of California to cause cancer and 

birth defects or other reoroducttve harm 

US. Massachueetfs RTK - Substance List 

1,2,4, Trimethyibenzene {CAS 95-63-6) 

Benzene (CAS 71-41-2) 

Cumene (CAS 98-82-8) 

Cyclohexane (CAS 110-82-7) 
ethanol (CAS 64-17-5) 

Ethytoenzsne (CAS 100-41-4) 

Hexane (Other laomem) (CAS 96-14-0) 
f>-Heptane(CAS 142-82-5) 
rvHexanefCAS ’10-54-3) 

Octane (All isomers) (CAS 111-65-9) 

Pentane (CAS 109-6M) 

Toluene (CAS 108-38-3) 

Xylene (o, m. p isomeft)(CAS 1330-20-7) 

US. New Jersey Worlier and Community Right-<o-Kr»w Act 


1,2,4, Trimethyibenzene (CAS 95-616) 500 lbs 

Benzene (CAS 71-412) 500 ibe 

Cu.mene (CAS 98-82-8) 600 lbs 

Cyclohexane (CAS 1! 0-82-7) 500 lbs 

Ethylbenzene (CAS 100-41-4) 500 lbs 

rvHexana (CAS 110-54-3) 500 lbs 

Pentane (CAS 109-66-0) 500 lbs 

Toluerie (CAS 106-88-3) 500 tbs 

Xylene (o, m. p isomers) ((OAS 1330-20-7) 500 lbs 


US. Ptnneylvania RTK - Hazardous Substances 
1,2,4, Tnmethytjenzene (CAS 95-616) 
Benzene (CAS 71-412) 

Cumene (CAS 9182-8) 

Cydohexane (CAS 11M2-7) 

Ethanol (GAS 64-17-5) 

Elhylbenzere (CAS 100-41-4) 

Gasoline (CAS 86»0-31-5) 

UNUEADED'QASOt.WE 
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H«*ane (Otfier Isomers) (CAS 95-14-0) 
n-Hept8ne(CASU2.«2.5i 
rvHsxane (CAS 110-64-3) 

Octana (All aomers} (CAS 111-66-9) 

Pentane (CAS 109-66-0) 

Toiyene (CAS 108-66-3] 

Xylens (0, p isomers) (CAS 1330 - 20 - 7 ) 

US, Rhode Island RTK 

1,2,4, Tfimethyltenitfie (CAS 95-63-8) 

Benzene (CAS 71-43-2) 

Cumene (CAS 98-82-8) 

Cyctohtxans (CAS 110-82-7) 

ESiyibenzerie (CAS i«5-4i-4) 

(vHexane (CAS 110-54-3) 

Pentane (CAS lOS-66-0) 

Toluene (CAS 108-88-3) 

Xylene ( 0 , m. p isQinere) (CAS 1330-20-7) 

US. CaMomIt Proposition 89 

US * CalWomla Proposition 86 • Carolnogsns & Rsproductlvs Toxicity (CRT): Listed suostance 
Benzene (CAS 71-43-2) 

Cumene (CAS 98-82-3) 

Ethylbenzene (CAS 100-41-4) 

Toluene (CAS 108-83-3) 

Intefnetlofiai inventories 


Country(s) or rsglofi 

inverrtory name 

On Inventory (yeWto)* 

Australia 

Australian Inventory of Chemical Sutatances (AiCS) 

Tes 

Canada 

Domestic Substances -tat (DSL) 

Tes 

Canaca 

Non-Oomastic SuOslances List(NDSL; 

No 

China 

Inventory of ExuPng Chemicai Substances in Chira (lECSC) 

No 

Europe 

European inventory of ExistinB Commercai Chemical 

Substances (ElNECS) 

ves 

Europe 

European List of Notified Chemical Substances (ELiNCSi 

No 

Japan 

inventory of Existing and New Chemica! Substances (ENCS) 

ves 

Korea 

Existing Chemica is List (ECL) 

Yes 

New Zealand 

New Zealand Inventory 


Philippines 

Philippine irrventory of Chemicals and Chemical Substances 
(PICCS) 

ves 

Un«ed Stales & Puerto Rks) 

Toxic Sutjstaocas Control Act (TSCA) inventory 

'Tas 


•A “Y#»" indlcaie* this produd oompliae ■*i!h the nventor? re<juir»m«rtt aontinidered Sy the goverrins oountry(e(, 

A ito* indicdee tn^ one ar more contponentacf the product ere not iised or emsTupl tom 'irtlna on. the irvertory admjnislereooy the pwerteng 

oountrytej 


18. Other Information, including data of preparattoo or last ravisiors 


issue date 
Revision date 


13-May-2013 

27-June-20l3 


Vsfston i 32 

NFPA Ratlins 


Referspcis ACCIH 

EPA AQUIREdaiaOase 

NLM Haiatdcus Sutofiancae Data Base 

US, lARC Monographs on Occupational Exposures to Chemical Agena 

HSOB®- Hazardous Substarrces Data Bank 

iARC Monogfapha Overall Svaliation of Carcinogenicity 

^!at^cnal Toxtcotogy Program (NT?) Report onCarcinogsra 

ACGIH Documentation of ttie Threshold Limit Values and Blotogiai Exposure indces 



UNLEACED OASOLINE 
»1M57 

PraoereO ijy 3E Campeny 


VersiOT 0 . 02 


Reason date'27-Juh*-5013 Prttl date 27-Jor»-XH3 


14 .r 16 




Diicitimsf 


Tr!$ matefial Satet-/ Data Sheet(SDS) was piepared in arxofdafict witi 21} Cff* 191C 1 ’00 bv 
vaiero MwMng i Si^ly Cs, rVAL5RC‘S VALERO does not amuma m itaoilKy amng oi of 
pn^uct ia# Of oOTSfi, The intoniatton, reajramtncMflora, and su^^ssent ftrasemid in ttia SDS 
a» biied upon »«resuts anci data beSsvsti te t» rtlaW#, Tl^ §nd tmrsfm swtuct tas the 
rwpcrattitty for evtsiyadne the adegiacy of tfi« data urxJer ftt condWons sf y#t ’ tsstermiftme m 
safety, toxicity and suttaftjHty a# tl» product under fiese coi«tio«, »id ol^ining addional or 

cttf^g inflamittson -wferf yncer^srty exMi. No ^m«e« txpressed or imi^M it made as te 

the eftects df suofi -jss , reauits to be obairsed, or tm tafsty and toxicity of u» pnxsm m tm 
specific appicatiori. Furthermore, die intocmatfon herein Is not represented ta ir»oi»40iy 
oompiate, $lr»ce it is not oractScalife to orouide ai< m# ederdlflc in} study WsrrrHtton in itm tonrut 
^ this doaimert sfia sdaitof«i irrtbfmatlon may t» nec»«fY under sxwptena! K>rxt*or» ^ 
ass. Of because of appeaape Svya or govemfTsept fegutetiom. 
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Material Safety Data Sheet 
Gasoline, Unleaded 


NFPA: Flammability 



Specific na/artl 



TESORO 


HMIS III: 


HEALTH 



El 

0 


0 = Insignificant, 1 = Slight, 2 = Moderate, 
3 = High, 4 = Extreme 


SECTION 1. PRODUCT AND COMPANY IDENTIFICATION ___ 

Product name Gasoline, Unleaded 

1 Synonyms Blend of Highly Flammable Petroleum Distillates, Regular, Mid-Grade, Premium, 

: 888100005481 

'mSDS Number 888100005481 Version 2.13 

’ Product Use Description Fuel 

^Company For;Tesoro Refining & Marketing Co. 

19100 Ridgewood Parkway, San Antonio, TX 78259 

; Tesoro Call Center (877)783-7676 Chemtrec (800)424-9300 

(Emergency Contact) 


SECTION 2. HAZARDS IDENTIFICATION 


Emergency overview 


I Regulatory status 


Hazard Summary 


Potential Health Effects 


i Eyes 


Skin 

Ingestion 


Chronic Exposure 


This material is considered hazardous by the Occupational Safety and Health 
Administration (OSHA) Hazard Communication Standard (29 CFR 1910.1200). 

Extremely flammable. Irritating to eyes and respiratory system. Affects central 
nervous system. Harmful or fatal if swallowed. Aspiration Hazard. 

Recent preliminary reports suggest that the government-mandated ethanol 
component may not be compatible with fiberglass gasoline tanks. Ethanol may 
dissolve fiberglass resin, causing engine damage and possibly allow leakage of 
explosive gasoline. 


Causes eye irritation. 

May cause skin irritation. Can be absorbed through skin. 

Aspiration hazard if liquid is inhaled into lungs, particularly from vomiting after 
ingestion. Aspiration may result in chemical pneumonia, severe lung damage, 
respiratory failure and even death. Ingestion may cause gastrointestinal 
disturbances, including irritation, nausea, vomiting and diarrhea, and central 
nervous (brain) effects similar to alcohol intoxication. In severe cases, tremors, 
convulsions, loss of consciousness, coma, respiratory arrest and death may 
occur. 

Long-term exposure may cause effects to specific organs, such as to the liver, 
kidneys, blood, nervous system, and skin. Contains benzene, which can cause 
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blood disease, including anemia and leukemia. 

Target Organs : Eyes, Skin, Central nervous system. Liver, Kidney, Blood 


^SECTION 3. COMPOSmON/INFOftMATION ON INGREDIENTS 


Component 

CAS-No. 

Weight % 

Gasoline, natural; Low boiling point naphtha 

8006-61-9 

10 - 30% 

Toluene 

108-88-3 

10 - 30% 

Xylene 

1330-20-7 

10-30% 

Ethanol; ethyl alcohol 

64-17-5 

0-8.2% 

Trimethylbenzene 

25551-13-7 

1 - 5% 

Isopentane; 2-methylbutane 

78-78-4 

1 - 5% 

Naphthalene 

91-20-3 

1 - 5% 

Benzene 

71-43-2 

0.1 -4.7% 

Pentane 

109-66-0 

1 - 5% 

Cyclohexane 

110-82-7 

1 - 5% 

Ethylbenzene 

100-41-4 

1 - 5% 

Butane 

106-97-8 

1 - 20% 

Heptane [and Isomers] 

142-82-5 

0.5-0.75% 

N-hexane 

i 

110-54-3 

0.5-0.75% 


SECTION 4. RRST AID MEASURES 

Inhalation 

If inhaled, remove to fresh air. If not breathing, give artificial respiration. If 
breathing is difficult, give oxygen. Seek medical attention immediately. 

Skin contact 

In case of contact, immediately flush skin with plenty of water. Take off 
contaminated clothing and shoes immediately. Wash contaminated clothing 
before re-use. Contaminated leather, particularly footwear, must be discarded. 

Note that contaminated clothing may be a fire hazard. Seek medical advice if 
symptoms persist or develop. 

Eye contact 

: Remove contact lenses. Rinse immediately with plenty of water, also under the 
eyelids, for at least 15 minutes. Seek medical advice if symptoms persist or 
develop. 

Ingestion 

; Do NOT induce vomiting. Never give anything by mouth to an unconscious 
person. Obtain medical attention. 
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Notes to physician 

: Symptoms: Dizziness, Discomfort, Headache, Nausea, Kidney disorders, Liver 
disorders, Aspiration may cause pulmonary edema and pneumonitis. Lung 
edema. 

SECTION 5. FIRE-FIGHTING MEASURES 

Form 

: Liquid 

Flash point 

: -45 °C (-49 “F) 

Auto Ignition temperature 

: 257.22 °C (495.00 °F) 

Lower expiosive limit 

: 1.3 %(V) 

Upper explosive limit 

: 7.6 %(V) 

Suitable extinguishing media 

SMALL FIRES: Any extinguisher suitable for Class B fires, dry chemical, C02, 
water spray, fire fighting foam, or Halon. LARGE FIRES: Water spray, fog or fire 
fighting foam. Water may be ineffective for fighting the fire, but may be used to 
cool fire-exposed containers., Keep containers and surroundings cool with water 
spray. 

Specific hazards during fire 
fighting 

: Extremely flammable liquid and vapor. This material is combustible/flammable and 
is sensitive to fire, heat, and static discharge. 

Special protective equipment 
for fire-fighters 

: Firefighting activities that may result in potential exposure to high heat, smoke or 
toxic by-products of combustion should require NIOSH/MSHA- approved pressure- 
demand self-contained breathing apparatus with full facepiece and full protective 
clothing. 

Further information 

Isolate area around container involved in fire. Cool tanks, shells, and containers 
exposed to fire and excessive heat with water. For massive fires the use of 
unmanned hose holders or monitor nozzles may be advantageous to further 
minimize personnel exposure. Major fires may require withdrawal, allowing the 
tank to burn. Large storage tank fires typically require specially trained personnel 
and equipment to extinguish the fire, often including the need for properly applied 
fire fighting foam. Exposure to decomposition products may be a hazard to health. 
Use extinguishing measures that are appropriate to local circumstances and the 
surrounding environment. Use water spray to cool unopened containers. Fire 1 

residues and contaminated fire extinguishing water must be disposed of in 
accordance with local regulations. 

SECTIONS. ACCIDENTAL RELEASE MEASURES 

Personal precautions 

Evacuate personnel to safe areas. Ventilate the area. Remove all sources of 
ignition. Response and clean-up crews must be properly trained and must utilize 
proper protective equipment (see Section 8). 

Environmental precautions 

Discharge into the environment must be avoided. If the product contaminates 
rivers and lakes or drains inform respective authorities. 

Methods for cleaning up 

: Contain and collect spillage with non-combustible absorbent material, (e.g. sand, 
earth, diatomaceous earth, vermiculite) and place in container for disposal ; 

according to local / national regulations. | 
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SECTION 7. HANDLING AND STORAGE 


Handling 

: Keep away from fire, sparks and heated surfaces. No smoking near areas where 
material is stored or handled. The product should only be stored and handled in 
areas with intrinsically safe electrical classification. 

Advice on protection against 
fire and explosion 

: Hydrocarbon liquids including this product can act as a non-conductive flammable 
liquid (or static accumulators), and may form ignitable vapor-air mixtures in storage 
tanks or other containers. Precautions to prevent static-initated fire or explosion 
during transfer, storage or handling, include but are not limited to these examples: 

(1) Ground and bond containers during product transfers. Grounding and 
bonding may not be adequate protection to prevent ignition or explosion of 
hydrocarbon liquids and vapors that are static accumulators. 

(2) Special slow load procedures for "switch loading" must be followed to 
avoid the static ignition hazard that can exist when higher flash point 
material (such as fuel oil or diesel) is loaded into tanks previously 
containing low flash point products (such gasoline or naphtha). 

(3) Storage tank level floats must be effectively bonded. 

For more information on precautions to prevent static-initated fire or explosion, see 
NFPA 77, Recom.mended Practice on Static Electricity (2007), and API 
Recommended Practice 2003, Protection Against Ignitions Arising Out of Static, 
Lightning, and Stray Currents (2008). 

Dust explosion class 

Not applicable 

Requirements for storage 
areas and containers 

; Keep away from flame, sparks, excessive temperatures and open flame. Use 
approved containers. Keep containers closed and clearly labeled. Empty or 
partially full product containers or vessels may contain explosive vapors. Do not 
pressurize, cut, heat, weld or expose containers to sources of ignition. Store in a 
well-ventilated area. The storage area should comply with NFPA 30 "Flammable 
and Combustible Liquid Code". The cleaning of tanks previously containing this 
product should follow API Recommended Practice (RP) 2013 "Cleaning Mobile 
Tanks In Flammable and Combustible Liquid Service" and API RP 2015 "Cleaning 
Petroleum Storage Tanks". 

Advice on common storage 

Keep away from food, drink and animal feed. Incompatible with oxidizing agents. 
Incompatible with acids. 

Other data 

: No decomposition if stored and applied as directed. Emergency eye wash 
capability should be available in the near proximity to operations presenting a 
potential splash exposure. 


SECTION 8. EXPOSURE CONTROLS / PERSONAL PROTECTION 

ExDOSure Guidelines 

List 

Components 

CAS-No. 

Type: 

Value 

OSHA 

Benzene 

71-43-2 

TWA 

1 ppm 



71-43-2 

STEL 

5 ppm 



71-43-2 

OSHAACT 

0.5 ppm 

OSHA Z1 

Xylene 

1330-20-7 

PEL 

100 ppm 435 mg/m3 


Ethanol; Ethyl alcohol 

64-17-5 

PEL 

1,000 ppm 1,900 mg/m3 


Naphthalene 

91-20-3 

PEL 

10 ppm 50 mg/m3 
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Cyclohexane 

110-82-7 ! PEL 

300 ppm 1,050 mg/m3 


Ethylbenzene 

100-41-4 I PEL 

100 ppm 435mg/m3 


Heptane [and isomers] 

142-82-5 

PEL 

500 ppm 2,000 mg/m3 


N-hexane 

110-54-3 

PEL 

500 ppm 1,800 mg/m3 

ACGIH 

Toluene 

108-88-3 

TWA 

50 ppm 


Xylene 

1330-20-7 


100 ppm 



1330-20-7 

STEL 

150 ppm 


Ethanol; Ethyl alcohol 

64-17-5 

TWA 

1,000 ppm 


Trimethylbenzene 

25551-13-7 

TWA 

25 ppm 


Isopentane; 2-Methylbutane 

78-78-4 

TWA 

600 ppm 


Naphthalene 

91-20-3 

TWA 

10 ppm 



91-20-3 

STEL 

15 ppm 


Benzene 

71-43-2 

TWA 

0.5 ppm 



71-43-2 

STEL 

2.5 ppm 


Pentane 

109-66-0 

TWA 

600 ppm 


Cyclohexane 

110-82-7 

TWA 

100 ppm 


Ethylbenzene 

100-41-4 

TWA 

100 ppm 



100-41-4 

STEL 

125 ppm 


Heptane [and isomers] 

142-82-5 

TWA 

400 ppm 



142-82-5 

STEL 

500 ppm 


N-hexane 

110-54-3 

TWA 

50 ppm 


Engineering measures 

Use adequate ventiiation to keep gas and vapor concentrations of this product 
beiow occupationai exposure and flammability limits, particularly in confined 
spaces. Use only intrinsically safe electrical equipment approved for use in 
classified areas. 

Eye protection 

Safety glasses or goggles are recommended where there is a possibility of 
splashing or spraying. Ensure that eyewash stations and safety showers are close 
to the workstation location. 

Hand protection 

: Gloves constructed of nitrile or neoprene are recommended. Consult manufacturer 
specifications for further information. 

Skin and body protection 

; If needed to prevent skin contact, chemical protective clothing such as of DuPont 
TyChem®, Saranex or equivalent recommended based on degree of exposure. 
Flame resistant clothing such as Nomex ® is recommended in areas where 
material is stored or handled. 

Respiratory protection 

: A NIOSH/ MSHA-approved air-purifying respirator with organic vapor cartridges or 
canister may be permissible under certain circumstances where airborne 
concentrations are or may be expected to exceed exposure limits or for odor or 
irritation. Protection provided by air-purifying respirators is limited. Refer to OSHA 
29 CFR 1910.134, ANSI Z88.2-1992, NIOSH Respirator Decision Logic, and the 
manufacturer for additional guidance on respiratory protection selection. Use a 
NIOSH/ MSHA-approved positive-pressure supplied-air respirator if there is a 
potential for uncontrolled release, exposure levels are not known, in oxygen- 
deficient atmospheres, or any other circumstance where an air-purifying respirator 
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may not provide adequate protection. 

Work / Hygiene practices Emergency eye wash capability should be available in the near proximity to 

operations presenting a potential splash exposure. Use good personal hygiene 
practices. Avoid repeated and/or prolonged skin exposure. Wash hands before 
eating, drinking, smoking, or using toilet facilities. Do not use as a cleaning solvent 
on the skin. Do not use solvents or harsh abrasive skin cleaners for washing this 
product from exposed skin areas. Waterless hand cleaners are effective. 

Promptly remove contaminated clothing and launder before reuse. Use care when 
laundering to prevent the formation of flammable vapors which could ignite via 
washer or dryer. Consider the need to discard contaminated leather shoes and 
gloves. 


SECTION 9. PHYSICAL AND CHEMICAL PROPERTIES 

Form 

; Liquid 

Appearance 

Clear, straw colored 

Odor 

Characteristic hydrocarbon-like 

Flash point 

-45 "C (-49 T) 

Auto Ignition temperature 

257.22 “C (495.00 °F) 

Thermal decomposition 

No decomposition if stored and applied as directed. 

Lower explosive limit 

1.3 %(V) 

Upper explosive limit 

7.6 %(V) 

pH 

Not applicable 

^ Freezing point 

1 

No data available 

Boiling point 

85 to 437 °F (39 to 200 ‘’C) 

Vapor Pressure 

345- 1,034 h Pa 
at 37.8 "C (100.0 “F) 

Relative Vapor Density 

Approximately 3 to 4 

Density 

0.8 g/cm3 

Water solubility 

Negligible 

Viscosity, dynamic 

No data available 

Viscosity, kinematic 

No data available 

Percent Volatiles 

100% 

Conductivity 

(conductivity can be reduced 
by environmental factors such 
as a decrease in temperature) 

Hydrocarbon liquids without static dissipater additive may have conductivity below 

1 picoSiemens per meter (pS/m). The highest electro-static ignition risks are 
associated with ’’ultra-low conductivities" below 5 pS/m. See Section 7 for 
sources of information on defining safe loading and handling procedures for low 
conductivity products. i 

SECTION fa STABIUTY AND REACTIVITY 

Conditions to avoid 

Avoid high temperatures, open flames, sparks, welding, smoking and other | 
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Materials to avoid 

Hazardous decomposition 
products 

Thermal decomposition 
Hazardous reactions 


ignition sources. 

: Strong oxidizing agents. Peroxides. Strong acids. 

; Carbon monoxide, carbon dioxide and noncombusted hydrocarbons (smoke). 
Contact with nitric and sulfuric acids will form nitrocresols that can decompose 
violently. 

: No decomposition if stored and applied as directed. 

: Keep away from oxidizing agents, and acidic or alkaline products. Hazardous 
polymerization does not occur. 


SECTION 11. TOXICOLOGICAL INFORMATION 

Carcinoaenicitv 


NTP 

: Naphthalene (CAS-No.; 91-20-3) 

Benzene (CAS-No.; 71-43-2) 

lARC 

: Gasoline, natural; Low boiling point naphtha (CAS-No.: 8006-61-9) 

Naphthalene (CAS-No.; 91-20-3) 

Benzene (CAS-No.; 71-43-2} 

Ethylbenzene (CAS-No.: 100-41-4) 

OSH A 

: Benzene (CAS-No.: 71-43-2) 

CA Prop 65 

; WARNING! This product contains a chemical known to the State of California to 
cause birth defects or other reproductive harm. 

Toluene (CAS-No.: 108-88-3) 

Benzene (CAS-No.; 71-43-2) 

Acute oral toxicity 

: LD50 rat 

Dose: 18.8 mg/kg 

Acute inhaiation toxicity 

; LC50 rat 

Dose: 20.7 mg/I 

Exposure time: 4 h 

Skin irritation 

; Irritating to skin. 

Eye irritation 

: Irritating to eyes. 

Further information 

: Liver and kidney injuries may occur. 

Components of the product may affect the nervous system. 
lARC has determined that gasoline and gasoline exhaust are possibly carcinogenic 
in humans. Inhalation exposure to completely vaporized unleaded gasoline caused 
kidney cancers in male rats and liver tumors in female mice. The U.S. EPA has 
determined that the male kidney tumors are species-specific and are irrelevant for | 
human health risk assessment. The significance of the tumors seen in female mice i 
is not known. Exposure to light hydrocarbons in the same boiling range as this | 

product has been associated in animal studies with effects to the central and I 

peripheral nervous systems, liver, and kidneys. The significance of these animal 
models to predict similar human response to gasoline is uncertain. 

This product contains benzene. Human health studies indicate that prolonged 
and/or repeated overexposure to benzene may cause damage to the blood-forming 
system (particularly bone marrow), and serious blood disorders such as aplastic 
anemia and leukemia. Benzene is listed as a human carcinogen by the NTP, lARC, 
OSHA and ACGIH. Acute toxicity of benzene results primarily from depression of 
the central nervous system (CNS). Inhalation of concentrations over 50 ppm can 
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produce headache, lassitude, weariness, dizziness, drowsiness, over excitation. 
Exposure to very high levels can result in unconsciousness and death. 


Gasoline, natural; Low boiling point 8006-61 -9 
naphtha 


Dose: 18.8 mg/kg 


xicilv LC50 rat 


Dose: 20.7 mg/I 
Exposure time: 4 h 

Skin irritation Classification: Irritating to skin. 
Result: Mild skin irritation 


Toluene 


108-38-3 


Xylene 


1330-20-7 


Eve irritalion Classification: Irritating to eyes. 
Result: Moderate eye irritation 


Dose: 636 mg/kg 

Acute dermal toxicity LD50 rabbit 
Dose: 12,124 mg/kg 


xicilv: LC50 rat 


Dose: 49 mg/I 
Exposure time: 4 h 

Skin irritation Classilication: Irritating to skin. 

Result: Mild skin irritation 

Prolonged skin contact may defat the skin and produce dermatitis. 
Eve irriialion Classification: Irritating to eyes. 

Result; Mild eye irritation 


Dose: 2,840 mg/kg 


I Ethanol; Ethyl alcohol 


Naphthalene 


Dose: ca. 4,500 mg/kg 


xicilv LC50 rat 


Dose: 6,350 mg/I 
Exposure time: 4 h 

Skin irritation Classification: Irritating to skin. 

Result: Mild skin irritation 

Repeated or prolonged exposure may cause skin irritation and dermatitis, due to 
degreasing properties of the product. 

Eve irritalion Classification: Irritating to eyes. 

Result: Mild eye irritation 


Dose: 6,200 mg/kg 


LD50 rabbit 


Dose: 19,999 mg/kg 


city LC50 rat 


Dose: 8,001 mg/I 
Exposure time: 4 h 


Skin irritation Classification: Irritating to skin. 

Result: Mild skin irritation 

Prolonged skin contact may cause skin irritation and/or dermatitis. 
Eve irritation Classification: Irritating to eyes. 

Result: Mild eye irritation 
Mild eye irritation 

Dose: 2,001 mg/kg 
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Acute dermal loxicitv LD50 rat 
Dose: 2,501 mg/kg 

Acute inhalaiion toxicilv LC50 rat 
Dose: 101 mg/I 
Exposure time: 4 h 

Skin irrilalion Classification: Irritating to skin. 

Result: Mild skin irritation 

Evs irrilalion Classification: Irritating to eyes. 

Result: Mild eye irritation 

Carcinoaenicilv Nil.00422130 

Benzene 71 -43-2 Acute oral loxicilv LD5Q rat 

Dose: 930 mg/kg 

Acute inhalation toxicilv LC50 rat 
Dose: 44 mg/I 

Exposure time: 4 h j 

Skin Irrilalion C lassification: irritating to skin. 

Result: Mild skin irritation 

Repeated or prolonged exposure may cause skin irritation and dermatitis, due to 
degreasing properties of the product. 

Eve irritation Classification: Irritating to eyes. 

Result: Risk of serious damage to eyes. 

Pentane 109-66-0 Acute oral toxicity : LD50 rat 

Dose: 2,001 mg/kg 

Acute inhalation toxicilv LC50 rat 
Dose: 364mg/l 
Exposure time: 4 h 

Skin Irritation Repealed or prolonged exposure may cause skin irritation and dermatitis, i 
due to degreasing properties of the product. I 

Eve irrilalion Classification: Irritating to eyes. ! 

Result: Mild eye irritation j 

Cyclohexane 110-82-7 Acute dermal toxicilv LD50 rabbit | 

Dose: 2,001 mg/kg | 

Acute inhalation loxidiv LC50 rat 
Dose: 14 mg/I 
Exposure time: 4 h 

Skin irritation Classification: Irritating to skin. 

Result: Skin irritation 

Eve irnlalion Classification: Irritating to eyes. j 

Result: Mild eye irritation ! 

Ethylbenzene 100-41-4 Acute oral toxicilv LD50 rat 

Dose: 3,500 mg/kg 

Acute dermal toxicilv LD50 rabbit | 

Dose: 15,500 mg/kg 

Acute inhalation toxicilv LC50 rat 
Dose: 18 mg/I 
Exposure time: 4 h 

Skin irritation Classification: irritating to skin. 

Result: Mild skin irritation 

Eve in-itation Classification: Irritating to eyes. 

Result: Risk of serious damage to eyes. 
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Heptane [and tsomers] 142-82-5 Acute oral toxicity LD50 rat 

Dose; 15,001 mg/kg 

Acute inhalation loxiciiv LC50 rat 
Dose: 103g/m3 
Exposure time: 4 h 

Skin Irritation Classification: Irritating to skin. 

Result: Skin irritation 

Repeated or prolonged exposure may cause skin irritation and dermatitis, due to 
degreasing properties o1 the product. 

Eye irritation Classification: Irritating to eyes. 

Result: Mild eye irritation 

N-hexane 110-54-3 Acute oral toxicilv LD5Q rat 

Dose: 25,000 mg/kg 

Acute dermal toxicilv LD50 rabbit 
Dose: 2,001 mg/kg 

Acute inhalation toxicilv LC50 rat 
Dose: 171.6 mg/I 
Exposure time: 4 h 

Skin irriialion Classification: Irritating to skin. 

Result: Skin irritation 

Eve imtallon Classification: Irritating to eyes. 

Result: Mild eye irritation 

Teratooenicilv: N11.00418960 


SECTION 12. ECOLOGICAL INFORMATION 


Additional ecological 
information 

Component: 

Toluene 


Ethanol; Ethyl alcohol 


Keep out of sewers, drainage areas, and waterways. Report spills and releases, as 
applicable, under Federal and State regulations. 


108-88-3 Toxicilv to fish 

LC50 

Species; Carassius auralus (goldfish) 

Dose: 13 mg/I 
Exposure time: 96 h 

Acute and orolonaed loxicilv lor aquatic invertebrates. 
EC50 

Species: Daphnia magna (Water flea) 

Dose: 11.5 mg/I 
Exposure time: 48 h 

Toxicilv to aloae: 

IC50 

Species: Selenastrum capricornutum (green algae) 
Dose: 12 mg/I 
Exposure time: 72 h 

64-17-5 Toxicilv to tish 

LC50 

Species: Leuciscus idus (Golden orfe) 

Dose: 8,140 mg/I 
Exposure time: 48 h 

Acute and prolonged toxicilv tor aquatic invertebrates: 
EC50 

Species: Daphnia magna (Water flea) 

Dose: 9,268-14,221 mg/I 
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Isopentane; 2-Methylbutane 78-78-4 


Naphthalene 


91-20-3 


Pentane 


109-66-0 


Cyclohexane 


110-82-7 


I Heptane [and isomers] 142-82-5 


i 

! N-hexane 110-54-3 


Exposure time: 48 h 

Toxicity to llsh 
LC50 

Species; Oncorhynchus mykiss (rainbow trout) 

Dose: 3.1 mg/I 
Exposure time: 96 h 

Acute ano prolonged toxicity lor aquatic invertebrates: 
EC50 

Species Daphnia magna (Water flea) 

Dose: 2.3 mg/I 
Exposure time: 96 h 

Toxiciiv to aloae: 

EC50 

Species. 

Dose: 33 mg/I 
Exposure time: 24 h 

Acute and orolonoed toxiciiv (or aouatic invertebrates: 
EC50 

Species: Daphnia magna (Water flea) 

Dose: 9.74 mg/I 
Exposure time: 48 h 

Acute and prolonged toxicitv tor aquatic invertebrates: 
EC50 

Species: Daphnia magna (Water flea) 

Dose: 3.78 mg/I 
Exposure time; 48 h 

Toxicitv to tish : 

LC50 

Species: Carassius auratus (goldfish) 

Dose: 4 mg/I 
Exposure time: 24 h 

Acute and orolonoed toxicitv lor aquatic invertebrates: 
EC50 

Species: Daphnia magna (Water flea) 

Dose; 1.5 mg/I 
Exposure time: 48 h 

Toxicitv to lish 
LC50 

Species: Pimephales promelas (fathead minnow) 
Dose: 2.5 mg/I 
Exposure time: 96 h 

Acute and prolonoed toxicitv lor aoualic invertebrates: 
EC50 

Species: Daphnia magna (Water flea) 

Dose: 2.1 mg/I 
Exposure lime: 48 h 


SECTION 13. DISPOSAL CONSIDERATIONS __ 

Disposal : Dispose of container and unused contents in accordance with federal, state and 

local requirements. 


SECTION 14. TRANSPORT iNFORMATION 

CFR 
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Proper shipping name 
UN-No. 

Class 

Packing group 

TDG 

i Proper shipping name 

i UN-No. 

Class 

Packing group 
11 AT A Cargo Transport 

; UN UN-No. 

J Description of the goods 

I Class 

I Packaging group 

I ICAO-Labels 

j Packing instruction (cargo 

1 aircraft) 

; Packing instruction (cargo 

i aircraft) 

; lATA Passenger Transport 

i UN UN-No. 

i Description of the goods 

Class 

I Packaging group 

ICAO-Labels 
Packing instruction 
(passenger aircraft) 
Packing instruction 
(passenger aircraft) 

IMDG-Code 

i UN-No. 

I Description of the goods 

I Class 

j Packaging group 

i IMDG-Labels 

i EmS Number 

Marine pollutant 


Petrol 

1203 

3 

II 


: Gasoline 
: UN1203 
: 3 
: II 

: UNI203 
Gasoline 
: 3 

: II 
: 3 
: 364 

: Y341 


: UN1203 
Gasoline 
: 3 

: II 
: 3 
: 353 

: Y341 


UN 1203 
Gasoline 
3 


3 

F-E S-E 
No 


SECTION 15. REGULATORY INFORMATION 

OSHA Hazards 

: Flammable liquid ! 


Highly toxic by ingestion 


Moderate skin irritant 


Severe eye Irritant 


Carcinogen 

TSCA Status 

: On TSCA Inventory 

DSL Status 

: . Ail components are on the Canadian DSL list. 
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SARA 311/312 Hazards : Fire Hazard 

Acute Health Hazard 
Chronic Health Hazard 


CKRCLA SKCTION 103 and SARA SECTION 3<14 (RKl.KASK TO THE ENVIROMENT) 

The CERCLA definilion of hazardous substances contains a "petroleum exclusion" clause which 
exempts crude oil. Fractions of crude oil, and prtxlucts (both finished and intermediate) from the crude 
oil refining process and any indigenous components of such from the CF.RCLA Section 103 reporting 
requirements. However, other federal reporting requirements, including SARA Section 304, as well as 
the Clean Water Act may still apply. 


California Prop. 65 : WARNING! This product contains a chemical known to the State of California to 

cause birth defects or other reproductive harm. 

Toluene 108-88-3 

Benzene 71-43-2 


SECTION 16. OTHER INFORMATION 


■ Further information 

I The information provided in this Safety Data Sheet is correct to the best of our knowledge, information and belief at 
! the date of its publication. The information given is designed only as guidance for safe handling, use, processing, 

' storage, transportation, disposal and release and is not to be considered a warranty or quality specification. The 
; information relates only to the specific material designated and may not be valid for such material used in 
' combination with any other materials or in any process, unless specified in the text. 
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